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PREFACE 

This report presents the latest evaluation of the 
design and performance of the Mk IV Mod 0 FM bomb. The 
report is a sequel to SL-12, the preliminary evaluation 
report, and is based on an analysis of more complete test 
data than were then available. 
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EVALUATION OF THE MK IV MOD 0 BOMB 


Abstract, — The Mk IV Mod 0 FM is an implosion-type 
atomic bomb based upon the same basic nuclear fission 
principles as the Mk III FM. It incorporates an improved 
fuzing and firing circuitry over that in the Mk III Mod 0 
FM weapon and the same basic circuitry as that in the Mk 
III Mod 1 FM weapon. The bomb is re-engineered to provide 
for greater ruggedness, greater dependability, easier field 
techniques, better long-term storage characteristics, and 
better ballistic performance than either of the Mk III FM 
versions. 

It is estimated that the field check on the ground can 
be accomplished in less than two hours -rovided that the 
detonators have been installed at the rjar base and that the 
nuclear insertion is performed during flight. The nuclear 
insertion is estimated to take approximately one .;alf hour. 
The times quoted compare to a time of at least eight hours 
to' accomplish the same assembly results on the Mk III FM 
using a larger assembly team. 

It is concluded that the Mk IV Mod 0 FM bomb is an 
improvement over its predecessors and it is recommended 
that it be stockpiled as a part of the national defense 
program to replace the Mk III FM. 


(I). INTRODUCTION 


The Mk IV Mod 0 FM, which is basically a refinement of 
the Mk III Mod 0 FM, was designed to accomplish three primary 
objectives: 

(1). To effect a major tactical improvement 
by making possible more diversified and abbreviated 
field assembly procedures. 

- 6 - 


UNCLASSIFIED 





- 7 


UNCLASSIFIED 


(2). To make a more reliable and more 
ragged bomb. 


(3). To improve the bomb ballistics. 


(A). Tactical Assembly Concepts 


The initial design of the Mk IV FM was very strongly 
affected by tactical considerations. The major purposes 
of designing this bomb were to construct a weapon which, in 
the field, would require a minimum of skilled personnel, a 
minimum of time for checking and testing individual com¬ 
ponents, and a minimum of test and handling equipment. 

“7^ These aims were achieved (a) by placing the fuzing and 
firing components in one cartridge which plugs in, automati¬ 
cally completing the detonator circuit, and Tb ) by redesign¬ 
ing the outer case to provide ready access for installing 
detonators and inserting the active material. 


As a result of this tactical approach to the design 
problem, it now is necessary in the fie...d only to remove 
the antenna noseplate, the tail plate, the cartridge, the 
split-band, and the trap—door components to make a complete 
check and final assembly. In contrast, the Mk III series 
bombs must be almost completely disassembled and reassembled 
in the field. If tactical considerations permit, forward 
field techniques may be still further simplified by assembl¬ 
ing the detonators to the bomb before it goes forward and bv 
abbreviating field electrical tests. 
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(B). Raggedization, Reliability, and Safety 


Because field experience has shown that several com¬ 
ponents of the Mk III FM — particularly the fazing and 
firing components -- are susceptible to damage by normal 
handling, extreme care is necessary to maintain bomb 
reliability. Simplicity of design reacts favorably on all 
three factors; ruggedization, reliability, and safety, in 
t^e «jc iv a major gain toward simplicity was made in the 
firing component (X-Unit) over that em.Dloved in the Mk III 
Mod o bomb. Probable gains in reliability have been made in 
the Battery Eox and Function Eox through designs of proved 
ruggednesso The Archie radar fuze sets, which were carried 

° 1 ' *«i nt 2- the . new bcrib from zhe Mk 111 are now mounted 
c..* .lOxation isolators to make them less susceptible to 

«se. Additional improvements have 
5° lns '- ire Proper functioning of electrical com¬ 
ponent, s under extreme operating conditions. 


(C). Ballistics 


A new ballistic 
drag stabilization, 
released under B-29 
design resulted in: 


shape, incorporating lift rather than 
was developed for the Mk 17 FM. When 
dropping conditions, this new aerodynamio 


An improvement of the ballistic coef¬ 
ficient for rangs from 1.2 to 3*0 and of the ball¬ 
istic coefficient for time from 1,2 to 2.3. 

(2). A decrease in the maximum ballistic 
yaw f rom 12 _ degree s t o__3 _d e.gp e es. __ 




(4). A reduction of bomb vibration. 


£ rom t^snty-five full-scale drop-tests correlated 
with data from wind-tunnel and firing-range tests have 
demonstrated that the original ballistic design criteria are 
satisfied by the Mk IV Mod 0 FM bomb, are 
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(D). Comparative Description of Bombs 


Figure 1 shows the Mk IV and Mk III FM bombs assembled. 
It will be noted that in external appearance the Mk IV is 
much cleaner in design. The ellipsoid and tail fittings, 
the antennas, and the bomb lug have been eliminated as 
pNrotuberances« The lug is recessed, ar 5 the antennas are 
flush-mounted in the noseplate. The complex box tail of 
the Mk III has been replaced by four airfoil-type fins. 

Figures 2 through 6 illustrate the weapons and their 
components, and Figure 7 compares the breakdown of major 
components of the two weapons. The difference that is most 
readily apparent is the placement and mounting of the 
electronic fuzing and firing equipment into one easily 
removable cartridge rather than on cones placed on opposite 
sides of the sphere. A study of these pictures will 
identify the corresponding components of the two weapons. 

Figure 8 illustrates and compares the field assembly 
breakdown of the weapons. In this figure the split-band is 
removed from the Mk IV for installation of the detonators*. 
The comparison clearly illustrates the greater simplicity in 
field assembly of the Mk IV. 

Figure 9 illustrates and compares the field assembly 
briakdown of the weapons when the detonators are installed 
in-the Mk IV at the rear base. It can be seen that further 
simplification is achieved if the detonators are installed 
before the bomb goes forward. 
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Ilk IV p.nd flk III FK Bom^s Assembled 
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Fig. 3. -- Front View of Hk IV Bomb 
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REAR VIEW OF CARTRIDGE 
WITH END PLATE REMOVED 



p ig# 4 . _ Plan View of Fin and Rear View of Cartridge 
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5. -- Rear View of Mk TV Bomb 
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Fig. 7. -- Breakdown of Major Components of Ilk IV Euid Ilk III DUIIIUU 
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Field Assembly Breakdown of ilk IV and Mk III Bombs 
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(II). MK IV MOD 0 FM B0M3 
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(A) » Over-All Design cf Eomb 

(B) . Outer Case 

(C) . Sphere (High-Explosive Container) 

(D ). Ballistic Design 

(E) 0 Electronic Cartridge 

(F) . Electrical Fusing and Firing System 

(G) . Detonators 
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(I) . Systems Reliability Analysis 

(J) . Nuclear Components 
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(II). MK IV MOD 0 FM BOMB 
(A). OVER-ALL DESIGN OF BOMB 


(1). Functional Use and Design Requirements 

The Mk IV Mod 0 FM is an implosion-type atomic bomb 
based upon the same fundamental principles of nuclear fis- 
sion as those of the M* III FM. It incorporates an ^Proved 
fusing and firing circuitry over tnat in*tho Mk III Mod 0 
weapon and the same basic circuitry as that in the Mk III 
Mod I weapon. The bomb was re-engineered to provide for 
greater ruggedness, greater dependability, easier field 
techniques, and better ballistic performance than either of 
the Mk III versions. 

Itf addition to the detailed discussion of these various 
factors presented in later sections of this chapter, the 
following general requirements, which appj.y to the entire 
bomb, are discussed in this section. 

(a). The bomb must withstand expected flight 
and handling loads. 


% (b). The bomb must withstand atmospheric 

• conditions as required for storage and operation. 

(c). The external dimensions of the bomb 
must be kept within the box dimensions of the Mk 
III FM and must be such that the bomb will fit 
into a B-29 bomb bay. 
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(2). Discussion, Tests, and Calculations 


1,2 

(a). Flig ht Handling l oads . — Calculations and tests 
indicate thao the bomb v/ill withstand tiie following load 
factors shown in the memorandum "Minutes of Meeting to 
Establish Load Factors for ’41’," (R«f SLE-3-1477): 

A irplane Flight Loads ,;. - 



Limit 

Ultimate 

Vertical 

4,67 down 

7.0 down 


2.0 up 

3,0 up 

Longitudinal 

4.0 aft 

6.0 aft 


5.33 fwd 

8.0 fwd 

Lateral 

2 o 0 

3.0 


Free Flight Loads 


A resultant static fin load equal to the weight 
of the bomb and located 1/3 of the fin height from 
the base of the fin. 


Ground Handling 

t -G» 

Limit 

Ultimate 

Vertical 

+4 

+6 


-2 

-3 (based on 
trailer weight) 

Longitudinal 

6 

9 

Lateral 

2 

3 


The bomb is designed to withstand normal handling load 
factors while being assembled or while being transported by 
any practicable surface or air means. An empirical standard 
of vibration testing of 10 to 55 cps constant amplitude at 
10 g maximum acceleration for 45 minutes in each of three 
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mutually perpendicular planes has been adopted for certain 
components. Although complete knowledge of transport 
vibration is not available at this time, some data have been 
received. 

Additional information is being obtained and a study is 
in progress to determine the application of this information 
to design. 3 *^ Present calculations and experience show that 
the bomb has adequate factors of safety to withstand all but 
the most exceptional transport loads. Vibrations recorded 
during drop tests indicate that all components have adequate 
factors of safety for free flight conditions. 3 Actual drop 
tests with HE have not been made. 

There has been considerable experience in the use of 
assembled test bombs without any failures caused by normal 
handling. 

A Mk IV Mod 0 FM unit loaded with dummy charges and 
electrically functional was subjected to abnormal handling 
when the trailer on which the unit was being towe- broke 
down. An electrical check and inspection of the unit was 
made after the accident. Aside from fin damage and minor 
scratches on the outside of the case, no failures were found. 6 

(b). Environ m ental L i mitations . -- The original engineer¬ 
ing concepts of atomic bombs required that each unit be 
handled under specific, carefully controlled conditions in 
both storage and use. The growth of storage and tactical 
philosophies has created the desire to provide for the storage 
and^use of atomic weapons under highly adverse atmospheric 
conditions. The Mk IV FM partly fulfills this long-range 
development ideal. A chart showing the recommended limiting 
environment for components is shown on pages 27-29* 

(1). Long-Term Storage (Nonoperational) . — 

It is estimated that the components of the unit in 
long-term dead storage can withstand temperatures 
ranging from -40°F to 149°F with the exception of 
the HE assembly (long-term high temperature of 
95°F to 100°F maximum, and slow rate of tempera¬ 
ture change). For long-term storage most of the 
components should not be exposed to relative 
humidities greater than 40 per cent; all com¬ 
ponents are therefore packaged to provide pro¬ 
tection against moisture. All components except 
the nuclear material, batteries, detonators, and 
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cartridge are stored in the bomh case. The 
assembled bomb case, which is stored in a 
crate, breathes through one desiccator port, 

A desiccant is placed inside the case for pro¬ 
tection against moisture. All other components 
are packaged under Method II A (dry-air technique). 
By this method the item is packaged in a moisture- 
proof barrier along with a sufficient amount of 
desiccant. 


(2). Expo sure During A s sembl y. — The 
relative humidity in the assembly area should 
not be greater than 50 per cent at 8G°F. 

(5). Exp osure o f Comnletcly As sembled 
— It is estimated that the assembled bomb 
can be exposed to temperatures as low as -40°F 
icr at ieast as long as the life of the desic¬ 
cators (approximately two weeks) provided the 
battery temperature is increased to above 0°F 
before use. It is also estimated that the bomb, 
i' n n its nuc -- ear components, can be exposed to 
A12G F for two weeks. With nuclear* components, 
the bomb can be exposed to temperature-?! up to 
120 F for three days and up to 105°F for two 
weekso 


Leakage tests indicate that the outer case 
sealing will protect the assembled bomb from 
* exposure to relative humidities up to 100 per 
i cen * for moderately long periods providing the 
desiccators are replaced when necessary (evsrv 
two weeks). 

(4). Op erational - Ge ne ral . — Drop tests 
of the Mk li Mod 0 FM as well as laboratox*y 
component tests have indicated that the bomb 
satisfactorily at temperatures 
ranging from -40°F (with heaters functioning in 
the clock bank and battery box) to 120°F, at 
pressures ranging from atmospheric to 7 osi, 
and at relative humidities of 80 to 90 per 
cent. 
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The temperatures of the internal components 
at detonation is not definitely known; it is 
expected, however, because of the short time of 
fall, that the temperatures will be very close 
to those at the time of release. Tests indicate 
that the temperature inside the bomb bay with a 
Me HI Mod 0 bomb in it will stabilize at about 
25 F to 28°F above free air temperature (Ref 
SMD-575. Prelirainary Investigation of B-29 Bo mb 
Bay Temperatures) . Tests on a Mk III Mod 0 bomb 
indicate that it takes at least four hours for 
the temperature of the internal components to 
reach -40°F when the temperature of the air to 
which the bomb is exposed is raoidly changed 
from 70°F to -65°F (Ref SMD-435, Low Tem perature 
!£ggts._C- f. a Nagasaki-t yc e Bomb) c These tests also 
indicate that it taxes at least eight hours for 
the temperatures of the internal components to 
change from 7O'-F to —65 F when the air tempera¬ 
ture is -65 U F. On the basis of the results of 
these tests, it is believed that the temperature 
of internal components will not be below -40°F 
when free air temperature at altitude is -65°F 
or above. 


™ Dimension al Limitations . — The over-all dimensions 

on tru bcinb were limited to the box dimensions (60 x 60 x 128 

l™** 3 J<?V he 2 }: . 111 FM > and were to be such that the bomb 
+ { il5 a B " 29 bay. Tolerances on drawings allow 

b S? na J d i £ “? ter of the bomb to exceed 60 inches by 0.16 
inch. The bomb fits into the bomb bays of the B-29, B-50, 
■"-TX* end B "? 6 airplanes. The distances between the fin 
nn' 1 ^ 6 rails ij? t he B ” 29 bomb bay dictated, for clearance 
purposes, a 59-inch box dimension for the fins. 



material’ — The unit, less its nuclear 

mat r_al, after being tested and assembled, can be disDersed 

th? ? °f two weeks without rechecking. Two weeks is 

^ nt e n s f r imated of the desiccators. The batteries will 

a-., proper charge for a period of three weeks. 
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There are four airplanes which can accommodate the bomb 
at present, the B-29, B-50, AJ-1, and E-36. Satisfactory 
ballistic drop-tests have also been made from the B-47, bat 
as yet it is not wired for making the electrical checks 
required in flighto 

The best predictable results can be obtained in all 
drops that are made from an altitude of 32,000 feet at normal 
B-29 release velocity (310 mph true air speed). However, 
satisfactory drops can be made at altitudes up to at least 
40,000 feet and at release velocities up to 0.8 Mach number. 

Drop data indicate a trend in the increase of baro- 
switch pressure of approximately 440 feet altitude per 100-mph 
true air speed increase in release velocity. For normal B-29 
drops this effect is so small as to make it impracticable to 
correct the baro-switch setting. However, if release 
velocities vary over a wide range, corrections should be 
mads. 

No, definite effect of variation in release altitude from 
32,000 to 40,000 feet has been noted from tests conducted to 
date. There is an indication that lower release altitudes 
may cause baro switches to close at higher than normal alti¬ 
tudes. Insufficient data exist at this time to establish 
definitely the effect of variation in release altitudes upon 
baro-switch closure. Baro-switch closure can, however, be 
most closely predicated at drops from 32,000 feet. Considera¬ 
tion should therefore be given to making drops at or near 
thi# altitude whenever radar jamming is expected. 

Weather limitations during drops are not accurately 
known: however, it might be expected that all-weather use 
of this weapon can be made only at the possible expense of 
performance. 

Atmospheric turbulence, with rare exceptions, will affect 
the ballistic accuracy of the bomb by only 100 to 2C0 feet. 

If unpredicted ballistic winds, such as might be encountered 
in a cumulus cloud, reach 100 mph or more, the impact point 
may vary as much a 3 1000 feet. 

Present indications are that a fairly large reduction in 
blast efficiency may result from detonation in rain or fog. 

The probability of the Archies' ranging on clouds is very low. 



or 
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known Th £• S ^ durlns 8 drop are not definitely 

icnov/n 0 The ballistic performance, antenna operation, and 

ba.o-switch operation may be affected to a certain degree 
by accretion of ice upon the unit. However, on the basis 
of existing limited knowledge, it is believed that the 
probability of detrimental effect of icing is low unless 
severe icing conditions are encountered<> 

. (e). PiLPend.e nce upon Personnel Performa nce. — The 

simplicity^of cne design of the Mk 17 Med 0 FM and 
the reduction of necessary assembling and testing in the 
ixeld greatly lessen the probability of human error: there¬ 
fore the quality of personnel in the field need not be as 
s °?<? a?t£ at required for the Mk III without sacrificing 
reliability. However, because, of the importance of proper 
functioning of this weapon, all operations should be per¬ 
formed Dy thoroughly trained personnel. 
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Component Weight Breakdown of Mk IV Mod 0 FM 
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s.ui 


Weight 

(lbs) 
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(B). OUTER CASE 


(1). Functional Use and Design Requirements 


The outer case of the bomb serves to provide 

.^ n adequate structural member on which 
the tail fins and antennas can be mounted; 

(b}. A housing for protecting the internal 
components against damage from handling, weather, 
and low-velocity fragment damage; and 

(c), A suitable ballistic contour* 

In addition to performing those functions, the cas 
: following design requirements to meet: 

(a) . Accessibility must be provided to 
the detonators on the sphere with a minimum of 
disassembly in the field., 

(b) . Easy removal of the electronic 
cartridge containing the fuzing and firing 
equipment must be provided. 

(c) . Accessibility must be provided for 
* insertion or extraction of the nuclear 

L material by handling a minimum number of 
relatively small and lightweight components. 

(d) . The vibration transmitted from the 
case to the internal electrical components 
must be kept to a minimum. 

(e) . All case openings must be sealed 
with internal gaskets. 
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(2). Discussion, Tests, and Calculations 


To provide sufficient strength for mounting the tail fins 
and the antennas as well as for supplying the necessary hand¬ 
ling, weather, and fragment protection for the components, 
the major portion of the outer case is made of 3/8-inch mild 
steel. Since the front and rear of the bomb are protected by 
the strike aircraft structure, they do not require as much 
fragment protection; hence the tail cone of the rear case is 
1/4-inch mild steel; the antenna noseplate is cast aluminum 
alloy; and the rear cover plate is l/2-inch aluminum alloy. 

1,2 

Strength tests and calculations indicate that the 
mechanical strength of the outer case is adequate (Ref S1VD-489, 
Stress Tes t on 1/4 -inch a nd 1/8-inch Mk T V Cone' ). No case 
damage during the normal handling end flight of 106 units has 
been noted. (43 of these were the later models with l/4-inch 
tail cones.) One bomb with dummy internal weights was 
accidentally dropped from a B-29 bomb bay onto a concrete run¬ 
way. The only resulting damage to the case was flattening of 
the split band and failure of the bo.lt.s attaching the rear 
case to the dummy weights. .- After the dent was removed from 
the split band, all components of the case were reusable. 

A suitable ballistic contour has been achieved for the 
bomb es discussed under Section D, page 40 , A clean outer 
contour is maintained by using cavity-type antennas in the 
noste, a recessed lug, and flush-mounted safing plugs and pull- 
o ut; pi ugs. 


4C 

J>< 
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*h,v>„5? S ?u Vi i rat f 0M induced by the fins must be transmitted 
through the damping mass of the sphere before reaching the 
cartridge, which is cantilevered from the rear of the°sphere. 

wmch have been conducted indicate that the magnitude 
0 : 1 7 1 ? ratl ?“ tc wh f cl1 any electrical component of the cartridge 
will be subjected is probably less than one half that in the 
outer case at the base of the fins,5 


Gasket-type sealing is provided for all openings in the 
outer case; thus the case serves as a container for the pro¬ 
tection of internal components against moisture. Experience 
gained from.long-term storage will determine whether the seal- 
ing is sufficient to allow long-term, high-humidity storage 
without the use of an external sealed container, Lea'kage 
tests that have been conducted to date indicate that adequate 
sealing exists for all operational purposes. However, 
inasmuch as considerable difficulty was experienced in initial 
procurement and quality control of inflated-type split-band 
gaskets, work is in progress to improve this gasket. 
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Comparison with Mk III Mod 0 and Mod 1 FM 
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(C). SPHERE (HIGH-EXPLOSIVE CONTAINER) 


(l). Functional Use and Design Requirements 


The Mk IV FM sphere holds the HE charges, nuclear com¬ 
ponents, and detonators, and provides support for the fuzing 
and firing equipment and the forward and rear cases. 


Since the Mk III FM explosive arrangements wsre proved 
to be .sati sfactor v. the same general sc heme was adopted for 



1 

To maintain the smooth contour of the outer case, the 
lug pad and lug were designed so that the lug would not 
protrude beyond the outer case. The lug pad on the top 
segment of the sphere was positioned so as to place the lug 
near the center of gravity of the finished unit. The lug 
attaching bolts can be removed without disturbing any other 
sphere components. 



Two parallel ribs on opposite sides of the lug pad 
hold the gasket which seals between the split band and the 
top segment. Other portions of this, gasket are confined in 
recesses formed between the polar-cap flanges and the case 
flanges. 
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( 2 ). 


Tests 


, Calculat ions,,__n.nd._Dis cuss ion 



nil-(-b-]-»— q^est—gf-injg '~ Attachnent . — A fixture is used to" 

test the lug on the bomb. The test load is 50,000 pounds 
(approximately 4-1/2 g). 

Calculations-*- indicate that the lug, the lug attach¬ 
ments, and the top segment of the sphere possess sufficient 
strength for a 7-g ultimate load factor. 


(c). Tr unnion Attachment . — Tests (duplicating actual 
load conditions] made on Mk III FM trunnions showed them to 
be of ample strength with a safety factor of approximately 
10.. Stress-coat techniques were used and, as expected, 
showed that stress concentration at the trunnion pins was not 
excessive. 


Calculations for the trunnion attachments of the Mk IV 
FM indicate |hat a margin of safety of 7.7 exiots for a 3-g 


load factor. 
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(3). Comparison with Mk III Mod 0 and Mod 1 FM 


Item 

Inside Diameter 


Forward Polar Cap 


Center Segments 


Rear Polar Cap 


Nuclear Insertion 
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(D) e BALLISTIC DESIGN 


(1). Introduction 


This section cf the report deals primarily with the 
actual behavior and performance of the full-scale bomb as 
tested from B-29 and B~'!:7 aircraft, and in addition evaluates 
the wind-tunnel and firing-range test data* 


(2)o Summary 


The ballistic performance of the I/Ik IV Mod 0 bomb has 
proved to be far better than was first hoped to be attained 
by lift stabilization. The stringent requirement of the 
fineness ratio of 2,13 to 1, when incorporated with other 
design requirements, presented a very difficult ballistic 
problem. To design a ballistic shape with this fineness 
ratio that will not encounter flow separation in certain Mach 
regions is considered impossible. The ballistic problem is 
resolved, therefore, into one of stabilizing the bomb by 
means of highly efficient airfoils on the tail section, and 
yet maintaining static stability and reasonable dynamic 
stability throughout the Mach range of approximately 0,4 to 
The fact that the cross-sectional loading of this 
bomtF is such that it attains an 0.S5 Mach number in the 
early part of its flight and stays in the region between 0,85 
and 0.97 until impact, increases the complexity of the problem. 

Under B-29 conditions (32,000 feet altitude and 310 mph 
true air speed) the bomb has never experienced a pitch or yaw 
greater than +3 degrees. Under B-47 conditions (35,000 feet 
altitude and 500 mph true air speed), when coupled with a 
certain atmospheric structure, a small region of dynamic 
instability was noted. This region occurred in the early part 
of the flight and damped itself to less than +3 degrees in 
approximately five seconds. The maximum pitch or yaw that 
developed under these extreme conditions on one drop was 13 
degrees from the trajectory. The maximum yaw angles for the 
remaining B-47 drops ranged from *l c 5 to +8 degrees. In no 
drop did a pitch or yaw of over +3 degrees develop after the 
bomb reached 22,000 feet altitude. 
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Tbe ballistic coefficient for time of the bomb under 
fl-29 conditions is approximately 2.3. Under B-47 conditions 
• C ? • is approximately 1.8. The corresponding 

ballistic coef.xcients for range are 3 o 0 and 1.8, respectively. 


(3). Design Requirements 


, Although the basic reason for the design and develoD- 

siSc^ei ff!i? 17 F kt W 8S t0 produce an ^Plosion weapon with 
? rf r fie j d assembly characteristics than the Mk III Mod 0 

hfli desirabls a ‘t the same time to improve the 

r*lli sbla design and reduce internal vibration. ‘The follow¬ 
ing points were considered: 

’ lil^.5gr_Ball 1st 1 c Coef f 1 c 1 ent , — An improved 

Snnfi 1 ® ooeff lcl ' snt usually decreases the bomb dispersion. 
Because increased accuracy is tactically desirable, the 

™ as esta blished that the ballistic coefficient 
f b ? ald ba lacre ased by a factor of 2 if possible. Since 

bave to te accomplished by reducing the drag, a 
ft2? 8 n+?i^ 0 the contour, eliminate • rotuberances, 

Itfwas fe^t th f l rath J r than drag stabilization was proposed. 

t th ?? a reduction of the induced vibration would 
aloO be accomplished by following this program. 

fc f b / Mi^mum_Pitc h and Yaw . — The dependabilitv of 
certain types of fuzing may be affected by the pitch and 

n®t^Mn^ he S° mb the time of flise operation. P Excrerne 

y ? wln S ca n also cause excessive g loading of 

WthiJ ?h2 a 9- ulpment and can materially increase dispfrsion. 

W thin the dimensional limitations of the bomb, it was felt 

pitch and yaw C0Qld best ba accomplished by 
b? tmnJ^ cea J £r of gravity as far forward aspossible^nd 
by improving the aerodynamic efficiency of the tail. 

have lcie 33 ^f?|-y^ i J - lt y — It is desirable to 

ve access irein the rear oi tiie bomb bav to the Dull-out 

SS! a e d . Cables at tbe of the bomb/ It las the^e?ore 
out e oh^^ ba J llstlc improvements could be gained with¬ 
draw nlAtP* tln ? th ?,?P? ce between the fins with shrouds or 
J a ®-/ la + es * An additional advantage thus gained is the 

eqSpL^f 0f the desi8n ° f both th * »°=* the handUng 


Vo 
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(d). Sim pl icity and Practicability of Design . — It was 
deemed desiraDle to accomplish all of the improvements with¬ 
out sacr;ficing simplicity of manufacturing and assembly, 
while at the same time maintaining a bomb structure suffi¬ 
ciently strong and rigid to withstand normal field handling 
without misalignment of the tail or fin assembly. 


(4). Tests, Calculations, and Discussion 


(a) . Physica l Cbaracte ristics . -- The Mk IV Mod 0 bomb 
is 60 inches in diameter,* 123 inches long, and weighs-10,900 
lbs + 240 lbs. Its center of gravity is 43-7/16 inches 

1/4 inch from the,nose A and the transverse moment of 
inertia is 9.4 x 10 6 in„^ lbs. Its general shape is that of 
a modified "C-class" airship; it has a 29-inch-diametefTTat~ 
nose and a 33-inch diameter at the rear. The tail fins are 
the double-wedge type having a 5°44’ included angle at the 
leading edge and a 25°44’ angle at the rear of the fin 0 The 
surface of the bomb is free of noticeable protrusions, and 
provides ready access from the rear of the bomb bay since it 
does not incorporate shrouds or drag plates (see Fig. 1). 

(b) . Design Tests . — The ballistic design problem 

was that of chocsing a body shape and tail configuration con¬ 
forming to the design requirements listed above and yet 
meeting the stringent dimensional requirements of the current 
B-29. aircraft • 

To start the design program, wind-tunnel tests were 
conducted at Aberdeen Ballistic Laboratory on body models 
to choose the forms that would most nearly satisfy these 
criteria. Body shapes 3b-2c and 3-3A showed good performance 
in these tests (Ref Report LA-615, The Mk IV Ball ist ics 
Program) . Twenty-mm models were then fired in the free- 
flight a’erodynamic range at Aberdeen to study dynamic flight 
characteristics and airflow throughout the range of expected 
transonic velocities. Similar tests were conducted with 
finned models in choosing the fin planform, known as the 
standard fin, which appeared from wind-tunnel tests to be 
the optimum for use with 3b-2c or 3-3A bodies. 
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As the next step in the program, drop tests from air- 
eraft were made using 1/2-scale units. A total of 38 were 
expended, of which 9 were 3-3A and 29 were 3b-2c. In this 
test series, 12 fin designs were used. 


The Aberdeen Ballistic Laboratory tests and the 1/2- 
scale drop tests led to the choice of the 3b-2c body shape 
ior the full-scale drop program, and eliminated some of the 
undesirable fin configurations from further consideration, 
ine lull-scale drop program was planned to provide data for 
iurtner xin improvement and to prove the design of the 
fuzing and firing components. 


, ^ At the beginning of the summer of 1948, the full-scale 

drop-tests indicated that the large-plan fin (plan area 

a PPr?ximately 25 per cent above the plan area of 
£ ln) ex P e rienced smaller ballistic yaw in 

wai S fli P lanforms * Fairly consistent performance 

was also obtained using the thin fin (plan area decreased 

?iU°wI?h tely 2S ? er ° ent of the Plan area of ?he sflSIIrt 
finic a clrcular shroud attached. Neither of these 
quality^° WeV6r * gaVe ballistic performance of the desired 


t ^ ia an advisory panel, composed of leading 

a ^ odyn ? miCiSt ? f rom various aircraft companies and other 

ments r and°JS niZat i°? a ’ was called together to submit com- 
model-test i °°^ Lni ® ada tr ons • Because of the improvements in 
siSta ? nd techniques that had come about 

ince Aberdeen wind-tunnel and 20-mm range-model tests it 
was recommended that wind-tunnel and range-model tests’be 
inaugurated in parallel with a continuinfd^p Program The 
recommended tests fell Into two basic Slfsslsf PI0Sxam ' The 

. (1). Continuation of a lift stabilization 

program using a wedge-type airfoil instead of a 

planforms r ~ t5rpe * and using va rious suggested 

„ a+ , a 1 * this Proved unsuccessful, investi- 
Sa n? ? f d /*f? stabilization by means of perfora¬ 
ted plates (the airplane dive-brake technique). 

wedgef s^airfoil^section (louh^ 00 ^ 
consultant "teltl 
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drops (release altitudes from 32,000 ft to 37,000 ft) were 
soon made and each demonstrated high stability. In a second 
meeting of the advisory panel, the members officially expres¬ 
sed _ confidence that the double-wedge large-plan fin had 
satisfactorily solved the fin design problems within the 
speed and altitude ranges thus far tested. It was, there¬ 
fore, chosen as the fin for the Mk IV Mod 0 bomb* 

Test results from full-scale drops, wind-tunnel, and the 
20-mm firing-range tests for this final configuration are 
given in the following sections® 

(c). Dro p Test s. — Fifteen units dropped from, B-29 
aircraft have measured up to the highest expectations of 
ballistic performance. In no drop was a yaw greater than 3 
degrees from the trajectory observed. Some of the ten units 
dropped from B-47 aircraft at greater speeds and higher 
altitudes demonstrated dynamic instability in a narrow band 
of Mach numbers® This unstable region, however, occupied 
only a very small portion of the entire trajectory and was 
followed by a region of high positive damping- These units 
attained a maximum Mach number of 0.96 to 0.97, where their 
performance is excellent. Because of its occurrence so 
early in flight and its short duration, the unstable region 
has a negligible effect on the trajectory as a whole* 

Items of test data from the twenty-five double-wedge 
large-plan full-scale drops are given in Tables I through V 
contained in the Appendix.® 

Some of these tabulated items are worthy of particular 
note in order to understand more completely the ballistic 
accuracy of the bomb and the importance of the differential 
effects which.must be considered if great dropping accuracy 
is to be attained. The following table gives a breakdown 
of inherent ballistic errors. 
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As recommended by the aerodynamics panel, an intensive study 
is being made to evaluate the dynamic characteristics of the 
Mk IV bomb. This study is being pursued in the 20-mm 
ballistic firing-range and in the wind-tunnel, and will be 
correlated with data from full-scale drops* 

A statistical analysis of data from the fifteen B-29 
drops results in the following values of the standard 
deviation. 





i 

! 



. (&)• Wind-Tunnel Tests . — Wind-tunnel tests have 
indicated that this configuration provides adequate statio 
stability between 0.400 and 0.935 Mach number. Measurements 
of moment and drag in the wind-tunnel show excellent 


Corrections were made for ballistic wind, earth’s 
rotation, atmospheric density structure, altitude, ground 
speed, vertical velocity of aircraft, and weight of unit. 
Corrections have not been made for temperature effects, for 
inadequacy of the Aberdeen Ballistic Reduction Tables as 
applied to our bomb, or for normal instrumentation errors* 
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correlation with corresponding values based on drop-test 
data. Static stability (distance betwe n the center of 
gravity und the center of pressure) decreases sharply in 
the Mach range from 0,875 to 0.91 but is always positive, 
thus maintaining a stabilizing moment. A detailed pre¬ 
sentation of wind-tunnel test data together with a com¬ 
parison of ths results with drop-test and 20-mm firing-range 
data is contained in Report SLMS-74, Part II, 9 

(e). 20-mm Firing-Range Te s ts . -- Models have been 

fired and photographed throughout the range of transonic 
velocities. These photographs provide a means of studying 
the existing flow patterns and show the exact location of 
the shock wave under various conditions (see Figs. 10, 11, 
and 12), 
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Fig. 10 - 20-nim Model, D'.VLP Fins; V« 0.671 
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Fig. 11 
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Fig. 12 - 20-mm Model, EWLP Fins; U- 0.923 
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(E). ELECTRONIC CARTRIDGE 


(1)* Functional Use and Design Requirements 


The cartridge was designed to contain all of the fuzing 
and firing components (Figs. 13 and 14) excepting those which 
must necessarily have connections directly at the skin of the 
bomb for external access and/or proper function. The speci¬ 
fic items excluded are the antennas for the Archie sets, the 
receptacles for the safety plugs, and the receptacles for the 
pull-out plugs. In order to make plug-in connection to the 
detonator circuits possible, the distribution and -^sable com- 
pensation system was split from the rest of the X-^Jnit at the 
gap output in such a manner as to make connection by spring- 
fingers when the cartridge is fastened into place. The 
distribution and cable compensation system is fastened to 
the sphere assembly, and the X—Unit is located on the front 
of the cartridge. 


Vibration has been minimized by mounting the entire 
cartridge structure on the sphere assembly to da.np out the 
vibration from the outer case. This practically dictated 
that the shape of the cartridge be cylindrical for greatest 
strength and most effective mounting* 

The entire cartridge is easily removable for testing or 
replacement. The placement of parts on the cartridge permits 
all routine field tests to be made without removal of any of 
the components from the main structure. Components such as 
Archies and baro switches which frequently have to be modified 
or adjusted in the field under different tactical conditions, 
are easily removable without major disassembly. 


Relatively few connections need to be made to complete 
the electrical hookup afte* the cartridge has been fastened 
into place, and these are easily and quickly accomplished. 
They include the four antenna cables fon the Archies, the 
two safing-plug cables, the two pull-out cables, and the 
pull-out wire harness. No manifold pressure connections for 
the baro switches are required for this bomb, since the baro 
switches operate from the internal pressure of the bomb. 
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Fig. 14. — Cartridge Containing Fuzing and Firing Components 
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(2). Tests, Calculations, and Discussion 


Preliminary vibration tests on a completely assembled 
cartridge indicated that it was not sufficiently rigid 
structurally* Co mooneats mounted on the free end of the 
cax'.tilever experienced accelerations of several times the 
input to the shake table«> 

The cartridge case was redesigned, and the Archies were 
mounted for vibration isolation„10 

Tests on the final cartridge-^ showed that the cartridge 
structure will withstand constant amplitude vibration from 
10 to 55 cps with an acceleration of 10 g at 55 cps: the mag¬ 
nification ratio of the cartridge structure has been decreased 
considerably, and the Archie assembly has been effectively 
isolated from vibration. 

Calculations indicate that the cartridge case and 
attachments of the individual components will 'withstand a 
10-g vibratory load factor 0 l 

The maximum vibration recorded for a ’onponent of the 
cartridge during drop tests was 1.73 g at £-10 cps,5 The 
amplitude of vibration for most of the drops was so small 
that actual values could not be obtained. 
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(F). ELECTRICAL FUSING AND FIRING SYSTEM 


(i)» Functional Use c.r.d Design R.ocuirement; 


V: 

vA 

•o**' 


* 




The electrical system has tv;o basic functions. It pro¬ 
vides a self-contained firing system to initiate all detona¬ 
tors within extremely narrow time limits, and it provides an 
altitude-sensitive fuze which will ensure detonation at a 
predetermined altitude above the targeto 

In the implosion-type cf atomic bomb, detonation must be 
initiated at- many points on the surface of a sphere within 
extremely narrow time limi ts 3 \ 

^ Detonators at these points are - 
initiated by vaporizing a metal bridge wire in each detonator 
with a high-voltage pulse>-—> 


The r.'Ik IV 


Mod 5 X-Unit is used in the Mk IV Mod D F i&, 
(a). Firing System 


i __ The discharge of this condenser 

bank into the bridge-wire circuit is accomplished by the 
breakdown of a spark-gap switch. The source of energy for 
the firing set is two 30-volt banks of batteries. The mechan¬ 
ics of the transfer of energy from the low-potential battery 
source to the high-potential capacitive source, and the 
simplicity of the circuit, compared with that of tho Mk II 
X-Unit, can best be understood by reference to the tvo circuits 
shown in Figure 15* _ 
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SIMPLIFIED FIRING CIRCUITS 
FIGURE NO. 15 
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ie mechanical specifications for this set require 
ability to operate under defined conditions of vibration, 
temperature, pressure, and humidity. The vibration specifica¬ 
tions require vibration cycling from 10 to 55 cycles per sec¬ 
ond in one minute, with a total displacement of 0,06 inch 
for 45 minutes along each of the three major axes. The temper¬ 
ature specifications require operability of the set over the 
range from -22°F to +149°F. The pressure specifications re¬ 
quire operation of the set in a normal manner at pressures 
as low as 7,0 psi (approximately 19,000 feet altitude). The 
humidity specifications require operability at humidities 
from 80 to 90 per cent RH at 79°F, approximately. 

The X-Unit is armed by a network of clock-operated 
switches set to operate approximately 15 seconds after the 
pull-out of the arming wires. These arming wires are pulled 
^ as the bomb drops awav from the plane, j 

[ / This assembly differs from the Clock-Bank Assembly^ 

used m the Mk III Mod 1 only in the orientation of the con- 
nectors. 
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The Clock Assembly, housed In a Fiberglas laminate shell 
which serves as a heat insulator, is recessed into a central 
compartment of the Junction Box, The mechanism is maintained 
at proper operating temperature by two thermostatically con- 
trolled heater strips which are connected to the plane's 
power source through the FTB«- Each heater strip and thermo¬ 
stat forms an independent heating device which cuts in at 
80°F and out at 100°F. 


(b). Fuzing System 


The fuzing system uses the same general components as 
were used in the Mk III Mod 1 bomb, but these components are 
remounted to conform with the cartridge design concepts* 

The fuzing system in the Mk TV Mod 0 bomb includes four 
Archies, six baro switches, two relay networks, and one (slot; 
antenna noseplate* The Archie is the same modified tail- 
warning radar set, the APS-13, used as the basic fuze in pre¬ 
vious atomic bombs* The relay networks are so arranged that 
an^ two Archie output signals will operate both relay net¬ 
works* Each relay network is in itself capable of firing 
both channels of the X-Unit* 


In order to protect the Archie sets from damage due to 
shock and vibration, they are placed on vibration isolation 
mounts in the Cartridge structure* 


The antenna system consists of four cavity-backed slot 
antennas mounted symmetrically on the f^ont noseplate* he 
flush-mounting slot antenna is superior from an aerodynamic 
and handling standpoint to the Yagi-type antenna used on 
previous bombs* Electrically, the slot antenna has the e- 
sirable characteristics of broad band, low-voltage standing 
wave ratio (1.5 or less in the normal operating range), 
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suitable radiation pattern, and gain comparable to the former 
Yagi antenna^ The noseplate assembly weighs 62 pounds# A 
design is now under development that will reduce this weight 
to approximately 15 pounds* 

The baro switches are the same (B3-4 and BS-5) as those 
used in previous bombs and have the same function 0 

In the Mk IV Mod 0 weapon the pressure that actuates 
the baro switches is obtained by a flow of air into the 
interior of the bomb through six 3/8-inch ports near the 
nose*V Since the bomb case serves as a manifold, no hese 
connections to the baro switches are necessaryo The pressure 
drop across the port3 produces nearly ambient pressure inside 
the bomb 

(c). Junction Box 

Excepting the antenna cables, all fuzing and firing 
system interconnections are made through the Junction Box# 

The use of the Junction Box makes it possible to disconnect 
any of the major subassemblies for replacement or modifica¬ 
tion without a major disassembly of The cartridge. The 
Junction Box contains the Archie integrating capacitors, 
the relay networks, the power fuses, and the pull-out switches. 
The pull-out switches are so mounted that pull-out wires can 
be inserted without removal of the Junction Box cover# 

(dj^ Power Supply 

The power supply for the Mk IV Mod 0 bomb consists of 
two independent banks of 30-volt lead-acid batteries con¬ 
tained in one heated enclosure. It is identical to that 
used in the Mk III Mod 1 bomb. The batteries, designated 
ER-12-10, are markedly superior to the NT-6 batteries used 
in the Mk III Mod 0 bombo They have a longer shelf life in 
a charged condition, greater mechanical ruggedness, and 
require simpler preparation and installation procedures during 
weapon assembly operations# 

(©)• Safety Features 

Adequate safety features are included in the design of 
the electrical system to prevent premature detonation under 
all predictable circumstances from the time of assembly until 
the baro switches close (normally a few seconds before de¬ 
tonation altitude). 
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Protection from the time of assembly until the firing 
plugs are Inserted is afforded by saflng plugs In the nose 
of the bomb. These safing plugs open the power lines to the 
firing set, and, in addition, short-circuit the input lines 
to the firing set. Protection during the remainder of the 
time the bomb i3 in the plane is afforded by a bc»)k of clock- 
operated switches which provide an open circuit to the firing 
set, and by pull-out switches which provide open circuits 
from the relay network outputs to the firing switches. 

Protection from time of release until the bomb is out 
of fuze range of the strike aircraft i3 afforded by the 
X-Unit arming clocks and barometric switches. 

In the event of premature baro-switch closure, the 
arming clocks will prevent the X-Unit from firing should 
the radar fuze range on the plane. Normally, the baro 
switches prevent the radar fuze from operating during this 
period. 

Protection against premature detonation after operation 
of the clock switches is afforded solely by the baro switches. 
They minimize chances of premature fuze operation due to 
malfunction of equipment and radar countermeasures* 

(f). Comparison of Drop Sequence of the Mk III Mod 0 and 
the Mk IV 

i Operating phenomena after release are provided in Figures 
17-and 18. There is no significant difference in this respect 
between the Mk III Mod 1 and the Mk IV. 


(2). Tests, Calculations, and Discussion 


(a). Firing System 

The X-Unit Mk IV Mod 5 has successfully operated under 
all conditions of temperature, pressure .vibration, and 
humidity mentioned above on page 58 i2 » 13 . 
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ARMING WIRES OUT OF CLOCKS ft POWER SWITCHES. 
CLOCKS START OPERATING. 

ARCHIES ARE WARMED UP BEFORE RELEASE. 


POWER SWITCHED TO INTERNAL INVERTER. 

HIGH VOLTAGE IN MAIN CONDENSERS 

PRESSURE PUMPS CAN OPERATE. UNTIL RELEASE. 


CLOCKS CLOSE 


\ 


\ 
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DETONATION 



BAROS CLOSE 

ARCHIES START TRANSMITTING 
RELAY NET ARMED. 

ARCHIES FIRE (MIN. OF TWO) 
RELAY NET CLOSES. 

ARMING SWITCH CLOSES. 
DELAY RELAYS START. 

FIRING SWITCHES OPERATE. 


I GROUND LEVEL % 

DROP SEQUENCE FOR THE 1561 FM ATOMIC BOMB 
WITH THE MK. H X-UNIT 
(MK. m MOD. Q ATOM 1C BOMB) 
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ARMING WIRES OUT OF CLOCKS 0 POWER SWITCHES 

firing clocks start operating 
ARCHIES WARMED UP BEFORE RELEASE. 

NO PRESSURE PUMPS REQ’D. 
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- CLOCKS CLOSE 

CURRENT STARTS THRU X-UNIT CHOKE 
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NO HIGH VOLTAGE UNTIL - 

IMMEDIATELY BEFORE DETONATION 
(LESS DANGER OF PREMATURE) 



BAROS CLOSE 

ARCHIES START TRANSMITTING 
RELAY NET ARMED 


^-ARCHIES FIRING (MIN OF 2) 
RELAY NET CLOSES .* 

FIRING SWITCHES OPERATE 

DETONATION 




GROUND LEVEL 


DROP SEQUENCE FOR THE MKIZ, MOD 0 ATOMIC BOMB 
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In addition, it has been subjected to destructive test¬ 
ing to determine its performance under very extreme condi¬ 
tions of pressure, temperature, and vibration^ with the object 
of strengthening the basic design where possio^e if any 
failures were noted (Ref SMD-924, Rigorous Temperatur e, 
Pressure, and Vibration Tests)* 


Vibration testing included accelerations up to 20 g at 
55 cps* Two types of failure occurred during this test. 

The first was a disengagement of the firing-switch rotor 
spring, allowing free movement of the rotor assembly. This 
was due to an improper assembly technique, and corrective 
measures have been taken to prevent this in the future. The 
second was a severance of wires connecting the pulse trans¬ 
former to the gap trigger probe contact. These leads have 
since been anchored firmly to prevent a recurrence of this 
trouble. 


Temperature testing included cycling from -65 to 4149 F 
for six days. The temperatures was changed from one extreme 
to the'other every twenty-four hours. The units were com¬ 
pletely operable at the end of the testing period, except 
for one which was improperly constructed (incorrect potting 
compound in choke). 


Operation was normal at pressures as low as 3 psi 
(38,000 ft, approximately). 

i M-26 Gap Lif e Test s. — Tests of gaps with a simulated 
life tester’indicated an expected life of at least fifty 
firings after sealing (Ref EG&G-Q.-1, M-26 Ga p Report ). 

These tests are admittedly optimistic since fhey were not 
performed in an actual X-Unit. 

Actual firing tests in an X-Unit indicate an average 
life of greater than fifty firings. However, considerable 
variation in life was shown from gap to gap. Work is in 
progress to improve the quality of the M-26 gap. Resul 
are not yet available. 

Pulse Transformer Tests. -- Tests indicate that a pulse 
transformer failure is unlikely in normal use in the X-Unit 
(Ref EG&G OUT-387, X-Unit Pulse Transformers ). 
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Several pulse transformers were tested thousands of 
times with 1 ; 5 watt-seconds of energy; 1.2 watt-seconds is 
typical of X-Unit usage. No failures resulted.14 

Firi ng Sw itc h V ibr ation Tests. -- The firing switch, in 
its enclosure, was vibrated ax 10 g from SO to 200 cps.15 
Trouble with contact chatter was encountered at higher fre¬ 
quencies, but operation was normal at accelerations well 
above those met with in drop tests. 


X-U rJt Condenser . — Condensers have passed a 17-kilovolt 
high-potential test at temperatures as low as -70°F c l5 



These results have been verified at Los Alamos by GMX-7 
through an explosive mixture similar to that used in the 1E20 
detonator (Ref jSHX-7-30, Mlc IV Nod 5 X-Unit Firing Tests. 
August 16, 1949). - - '_ 

Clocks . -- The modified M-111A2 fuze is capable of with¬ 
standing a vibration of 10 g at 10 to 55 cps in three planes 
for 45 minutes. Operation was not affected by exposure to 
120 F, 98 to 100 per cent RH for 48 hours, with subsequent 
lowering of temperature in decrements of 5° per minute to 
25iF. The main weakness of this clock is that it is neither 
reipindable nor resettable without special procedures, includ¬ 
ing the taking of X-ray pictures. This, coupled with a total 
life of approximately five operations, prohibits field 
testing and makes operational testing by the Road Department 
impracticable. This timing device is not suited to long-term 
storage because (a) it must be stored in wound condition, 
which may result in a weakening of the untempered main 
spring; (b) the lubricant becomes viscous during long-term 
storage; and (c) not all parts are corrosion resistant. 

(b). Fuzing System 

Archie Tests . -- Normally-mounted Archies were vibrated 
in a cartridge for 45 minutes in the two most severe planes. 
Maximum acceleration at the base of the cartridge was 10 g 
at 55 cps. No mechanical failures occurred, and the Arohies 
were electrically operable at the conclusion of the tests. 
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Tn a cold chamber test, a temperature of -40°F had no 
appreciable effect on the power output or the timing-oscillator 
frequency, and the carrier frequency was changed less than (.' 

^megacycles . ____—- — v 



--Anfenn'a"Nosepl ate Tests . -- The antenna noseplate was 

vibrated continuously from 10 to 55 cpS for 90 minutes along 
each of three mutually perpendicular axes. The maximum 
acceleration was 10 g. When the plane of vibration was per¬ 
pendicular to the plane of the polystyrene cover, the antenna 
noseplate and mounting went into resonance at frequencies of 
43 to 53 cps. The maximum acceleration developed during 
resonance «s 40 g. It Is believed that the resonance effects 
were due to the fixture used to mount the antenna plate on 
the vibration table, rather than to actual resonance of the 
antenna assembly at this frequency. There was no evidence of 
cracking or breaking of any member. 

The high-temperature limit of the antenna noseplate is 
determined by the deformation temperature of the polystyrene 
windows, which is 158°F. The noseplate should not be placed 
where temperatures of 150° or greater exist. It will operate 
under extreme cold conditions of -67°F. 

r The antenna noseplate assembly was subjected to 120°F 
anil 95 to 100 per cent RH for a period of two weeks with no 
change in voltage standing wave ratio. 

Final radiation pattern measurements have not been com¬ 
pleted, but on the final preproduction model the beam width 
between half-power points in the H-plane was 80 degrees a 
in the E-plane 60 degrees. 19 

Absolute gain measurements on the slot antenna have 
not been made to date. Relative gain measurements made 
with the Yagi antenna, AYIF, show them to be comparable 

within 2 db. 

In the normal operating range the antenna 
ance is approximately 50 ohms, and the voltage standing wave 

ratio is 1#5 or less# 
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The slot antenna is a relatively broadband type. With 
a standing wave ratio of 1.5 or less, the antenna has a 
total bardwidth of 6 per cent. 

The presence of any foreign material over the radiating 
area will affect the electrical characteristics of the an¬ 
tennas. The effects of ice depend on the type of ice de¬ 
posited on the noseplate, such as the t. pe of crystalline 
structure and degree of wetness. The date, taken thus far 
only show the effects on the impedance and indicate that up 
to 1/4 of an inch of ice can be tolerated without affecting 
the* impedance appreciably. 

The effects on the gain and radiation pattern have not 
been made at these frequencies because of the mechanical 
difficulties involved. 

The presence of a layer of ice which has been formed 
by laboratory means causes the entire voltage standing wave 
ratio vs frequency curve to move toward a lower frequency. 
This does not have any detrimental effect on matching, be¬ 
cause of the antenna's broadband characteristic. 

Tests were made comparing films of water and ice on the 
noseplate. With thin films neither affect the voltage stand¬ 
ing wave ratio appreciably, but a 1/16-inch depth of water, 
due to its poor electrical properties, causes a mismatch 
resulting in a voltage standing wave ratio of more than 4.0, 
whereas for a l/16-inch thickness of ice the voltage stand¬ 
ing: wave ratio is still less than 1.5. 

Discussion of Baro S witch System . — Under original con¬ 
cepts the baro switches were set several thousand feet 
above detonation altitude to ensure that the fuzing circuit 
would alway s pmari wal T above the chosen detonation 



altitude e f 


An alternate method for determining baro-switch settings 
has been proposed for future weapons, and a study is under 
was to determine the poss ibilit y o f us ing,.this sy.at.e m fnr - 
the Kk IV Mod 0 weapon. _ 
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To make this system effective 
it is necessary that^FTTS accuracy of the baro system be 
both high and predictable). 


v 

1 


1 


Oh the basis of an analysis of existing pressure data, 
it is estimated that the baro switches can be set to operate 
at an altitude 2000 feet above detpnation altitude'. The 
accuracy of the system (expressed in one standard devia¬ 
tion) is estimated as follows: 


(1), Baro-SWit'ch calibration inaccuracies: 
100 feet. 


c (2). Bard^Switch errors caused by sensitivity 

t to temperature variations and vibration: 200 feet. 


(3)v 
pressure: 


Error in prediction of barometric 
400 feet. 


(4) . Error in pressure system: 600 feet. 

(5) . Total error of baro system: (approxi¬ 
mately) 750 feet. 

The lack of statistical information makes it impossible 
to establish accurate values at this time. A continued 
study of the system is being made and the estimated accuracy 
will be changed as dictated by results of this study. 
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Studies have been made in an attempt to determine the 
effect of various outside factors upon the baro system* 
These factors are release altitude, release velocity, varia 1 
tion of atmospheric conditions, and icing. Lack of suffi¬ 
cient data on this complex system makes it impossible at 
this time to present concrete conclu3'ionso A discussion of 
the effect of these factors based upon existing knowledge 

follows. 


(1). D^op data obtained to date do not indi¬ 
cate any definite effect due to variation in release 
altitudes from 32,000 to 40,000 feet. 


(2) . Drop data indicate a trend toward an- 
increase of baro-switch pressure of approximately 
440 feet altitude per 100 mph true air speed in¬ 
crease in release velocity. For normal B—29 
drops this differential is so small as to make 

it impracticable to correct baro-switch settings; 
however, if release velocities vary over a wide 
range, corrections should be made. 

(3) . Drop data have indicate 1 no definite 
trend due to the effects of variations in atmos¬ 
pheric factors upon baro-switch operation, how¬ 
ever, it must be pointed out that the variation 
in these factors at the test site was small* 


V (4). The effects of icing during drop are 

- not known. It is believed that the probability 
of occurrence of detrimental icing is low unless 
heavy icing conditions are encountered. 


A program is in process to increase the knowledge of 
the present baro system and to investigate other systems 
which might be more desirable. To thxs date no proof o 
a better, usable system exists. f 

Bnro-Swltch System Drop Test. . -- A study of data Ob- 
tciined from an analysis of pressure data octained duri g 
drops for units with 3/8-inch ports and double-wedge large- 
plan fins follows. 
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(a). 5 Units -- B-29 Drops 

Data from 3 units with late baro 
indications are not included since it is be¬ 
lieved that the abnormal action was caused by 
the use of split-band gaskets of poor quality, 
thus allowing leakage to occur in the bomb case. 
Internal pressure is corrected for variation in 
ambient pressure. Drops were made from 32,000 
feet. 


Av Internal 


Pressure Alt 

Pressure Lagging 
Pressure Alt by 

Max Spread 

One Standard 
Deviation 

2000 ft 

450 ft 

900 ft 

* 386 ft 

4000 ft 

400 ft 

900 ft 

l 402 ft 

6000 ft 

350 ft 

1050 ft 

i 306 ft 

8000 ft 

300 ft 

1050 ft 

£ 434 ft 

10,000 ft 

250 ft 

850 ft 

4 365 ft 


(b). 8 Units -- B-47 Drops 


The drops were made from altitudes 
of 35,000 and 40,000 feet. Release velocities 
varied between approximate values of 400 and 
540 mph true air speed. Internal pressures 
are corrected for variations in ambient pres- 
t sure s • 

Av Internal 
Pressure Leading 

Pressure Alt Pressure Alt by Max Spread 


One Standard 
Deviation 


2000 ft 
4000 ft 
6000 ft 
8000 ft 
10,000 ft 


200 ft 
250 ft 
350 ft 
500 ft 
600 ft 


2000 ft 
1750 ft 
1650 ft 
1600 : ft 
1500 ft 


t 458 ft 
i 515 ft 
+ 531 ft 
4 467 ft r 
1 518 ft 


In general the pressure pickup data agree very well 
with baro switch data as shown on page 71* The accuracy 
of the system expressed in standard deviations with l/2-inch 
ports as shown by pressure measurements is much better than 
the accuracy as shown by baro switch operation. It is be¬ 
lieved that the pressure measurements present a more accurate 
picture. 


v 
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Baro Switch Test s* -- SLA tests 20 ’ 21 on BS-4 and BS-5 
baro switches showed That the average variation from closure 
altitude at room temperature of the BS-4 was £50 feet, with 
a maximum variation of £110 feet. The BS-5 did not perform 
as well under the same conditions* Two fifths of the runs 
gave a variation of over £100 feet. These variations ranged 
from 1520 feet below to 590 feet above closure altitude. 

The low-frequency vibration tests (10-60 cps, 10 g) 
indicated that most chatter occurred in the plane parallel 
to the longitudinal axes of the bellows for both the BS-4 
and BS-5 switches. The BS-4 started to chatter as much as 
730 feet above the static setting; closure of the switch 
occurred between 640 feet and 180 feet below the static 
setting. Chatter started on the BS-5 as high as 740 feet 
above the static setting and closure occurred as much as 840 
feet below the same setting. 

The BS-4 baro switch closure altitude averaged 50 feet 
higher and the BS-5 25 feet higher when dived at the rate of 
1000 feet per second than when dived slowly* 

The BS-4 and BS-5 closure altitude varies approximately 
500 feet on the average in the temperature range of fl20°F 
to -65°F. In one test, however, it varied 4500 feet over 
this range. The electrical arrangement of the six baro 
switches tends to minimize the effect of variation in alti- 
tudfe of closure for individual baro switches. 

(c)t Junction Box 

The Junction Box used on the Mk IV Mod 0 bomb has suc¬ 
cessfully met all of its design requirements. A final pro¬ 
duction model withstood constant amplitude vibration from 
10-55 cps for 45 minutes in each of the three mutually 
perpendicular planes with maximum acceleration of 10 g. 

There were no mechanical failures or electrical malfunctions* 

Relay Network Tests . -- The hermetically sealed relay 
network has undergone separate tests.^3 The pull-in coil 
voltage for various coils was found to vary from 15.4 to 
17.1 volts, and the pull-out voltage from 5.8 to 7.3 volts. 
Temperatures ranging from -60°F to +149°F did not affect 
the hermetic seal or the operation of the network. It with¬ 
stood vibration from 10 to 200 cps at 10 g between 60 and 
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200 cps without any contact chatter. However, the mounting 
bracket for the relays showed evidence of "oil canning" at 
155 to 170 cps. The bracket was accordingly redesigned and 
another vibration test was conducted wion excellent results. 24 
After 1000 operations, using the X-Unit firing switch as a 
load, the contacts of the relay network showed no appreciable 
change in contact resistance. 

Fuse s and Fuse Holders . — The fuses and fuse holders 
contained in the Junction Box were vibrated at 10 g up to 
300. cps without any evidence of damage to the fuse element 
or discontinuity between the fuse and its holder. Tests 
were also made which prove that a monitor fuse which is in 
series with an operational fuse of higher rating will be 
the only one to "blow" if a direct short is placed on the 
monitor line.25 

Condensers. -- The Junction Box also contains four 
8-yof, '600-v condensers which are part of the Archie pulse 
integrating circuit. These condensers have undergone tests26 
which show that they maintain their capacity within 18.5 
per cent over a 225°F temperature range; have low leakage; 
withstand vibrations of 10 g between 60 and 250 cps; and 
have a 500 per cent safety factor on voltage breakdown rating. 

Pull-Out Switches. — The switches have been tested27^ 
under vibration (10 to 60 cps at constant amplitude with 10 g 
atv55 cps, and 60 to 200 cps at constant acceleration of 
10^g) with no failures or contact chatter. Performance was 
satisfactory after the switches were exposed with the con¬ 
tacts open for 8 hours at 120°F, 95 to 100 per cent RH, and 
then exposed for two hours at —65°F. In life tests of four 
switches, one failed after 5129 operations. The other three 
were still operable. 

(d). Batteries 

Extensive tests have been conducted on the ER-12-10 
battery to determine normal and emergency preparation pro¬ 
cedure and limiting conditions of shelf life, temperature, 
and vibration. 

The battery is normally prepared by filling with electro¬ 
lyte and charging at a rate of 1.3 amperes for 20 hours. 

The shelf life is then rated conservatively at three weeks. 
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At the end of this time, the life can be extended another 
two weeks, if desired, by a booster charge of 1*3 amperes 
for five hours. 

In an emergency the batteries may be prepared by filling 
with electrolyte and charging at a rate of 1*3 amperes for 
4 hours* The shelf life is then rated conservatively at 1 
week* 


Batteries charged four hours or more may be stored 
without special precautions at any temperature between -40° 
and fl20°F. At the time of use the temperature of the 
batteries must be maintained above -4 0 F• 

The battery box contains heaters of sufficient capacity 
to maintain the temperature of the batteries above 32°F 2Q 

when the surrounding temperature (inside the bomb) is —40 F« 
Since the batteries operate satisfactorily with adequate 
margin of safety at -4 ( - > F without heaters, it is expected 
that they will operate satisfactorily with heaters at any 
low temperature to which they may be exposed during tactical 
operations• 


No special humidity control is necessary during storage 
of the batteries. 

The batteries are capable of withstanding vibration of 
7 g at 10-55 cps for 45 minutes in any of the three mutually 
perpendicular planes. 

(e^. Pull-out Connectors 


In order to satisfy the requirements imposed by the 
application of a pull-out connector to a gasket-sealed bomb, 
a special type of connector was needed. A solution to the 
problem was found in the Bendix Scintilla connector which 
has a Neoprene-base insert. This connector withstands a 
differential pressure of three atmospheres without noticeable 
leakage. It is also capable of withstanding great®!* angleSg 
of pull-out than connectors used on previous atomic bombs. 


(f). Fuzing and Firing Drop Tests 

Thirty fuzing and firing drop tests of the Mk IV Mod 0 
bomb have been made to date. The results of these tests are 
tabulated on page 82.. This tabulation includes the altitude 
above target and time after release following 

occured: 


it which the following 
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(1) . X-Arm (The firing circuits are armed 
by the clocks). 

(2) o Arcbie Arm (The barometric arming of 
the fuzing circuit causes the Archies to start 
transmitting). 

(3) . Second Archie Ring (The ringing of the 
second Archie from the target triggers the firing 
circuit)• 

(4) . Gap Fire (The X-Unit fires). 

There was no telemetered indication of operation of 
one half of the X-Unit circuit on ST-203. This could have 
been caused by either a failure of one half of the X-Unit 



t- 

The nominal baro-switch setting for each unit is listed 
in the table. The altitudes of baro-switch closure were 
greater than the baro-switch setting for 5/8-inch and l/2- 
inch baro ports and in general less for 3/8-inch ports since 
the operating pressures were greater and less than ambient, 
respectively. For experimental reasons, no attempt was 
made during these tests to adjust the baro switches to close 
at the desired tactical altitude. It is to be noted that 
the internal pressure as read by pressure pickups agrees 
fairly well with the baro-switch setting in all cases. 

The altitude of baro-switch closure (Archie arm) is 
sensitive to the size of the baro-port openings and appears 
to be sensitive to fin type; the analysis was therefore 
based on the segregation of the units into groups. The re¬ 
sults follow. 
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(1) , The total Indicated spread in alti¬ 
tude at Archie arm for 5 units with DWLP fins 

and 3/8-inch-diameter baro ports is approximately 
1030 feet. The average altitude of closure is 
approximately 3500 feet e The indicated accuracy 
expressed as one standard deviation is ‘1503 feot. 

(2) . The total indicated spread for 8 units 
(4 with TFTIS fins and 4 with LPV- r fins) with 1/2- 
inch-diameter baro ports is approximately 2600 
feet. The average altitude of closure is approxi- 

' mately 8370 feet. The indicated accuracy expressed 
as one standard deviation Is +873 feet,, It is 
felt that the values are pessimistic since data¬ 
ware included for two fin types. For example, 
the indicated spread for 4 units with LFW fins is 
approximately 19C0 feet and the average altitude 
is approximately 8700 feet, whereas the spread 
for 4 units with TFA'S is approximately 1500 
feet at an average altitude of approximately 
8000 feet. 

(3) . The total indicated spread in alti¬ 
tude for 6 units with DWLP fins and 5/8-inch- 
diameter baro ports is approximately 1160 feet. 

The average altitude is approximately 10,900 
feet. The indicated accuracy expressed as one 
standard deviation is i579 feet. 

V 

- The above results are based on data from all units of 
the types mentioned, excepting ST numbers 166, 168, 193, 

202, 203, and 204. 

In seven units, ST numbers 189, 190, 192, 193, 194, 195, 
and 196, the operation of the fuzing and firing circuits 
was not dependent upon baro-switch closure. In these units 
the fuzing circuits were permanently armed to ob ain informa¬ 
tion of Archie ranging on the aircraft.- The resulting tele¬ 
metering setup gave Archie arm indications of such a small 
magnitude that they were difficult to see, and the indica¬ 
tion for ST-193 was not discernible. The lack of baro indi¬ 
cation for this unit is believed due to instrumentation 
failure. 
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The altitude at which Archie arm occurred for ST-166 
is not applicable when determining total spread because 
the desiccators were installed in such a manner that addi¬ 
tional throttling of the airflow occurred* It is believed 
that the data for ST-168 is not applicable for tho same 
reason > 

Since it is believed that the late barc-switch operations 
for ST numbers 202, 203, and 204 were caused by leakage 
through the outer case resulting from the use of split-band 
gaskets of improper quality, the data for these units were 
not used for determining accuracy* A study is being, made 
in an attempt to determine the actual cause of the late 
operations, and redesign and quality control 3tops are being 
taken to ensure reliable gasket functioning. 


% 

! 

fc- 





(3)* Comparison With Mk III Mod 0 and Mod 1 EM 


UNCLASSIFIED 


a 

3 


0 

MO <M 

CO o 
p 

P 0 

g a 

Q 

>> 
X> 


■a 


o 

p 


U P 
0 O 
CO CO 

a 

a> o 

*0 i 

P nd 

o > 

CO o 

u & 
(0 o 

XJ *H 

o 


IQ 

1 

g 

p 

& 

p« 

a) 

p 

o • 

u 

• CO 

P P 
0 ^ 
P P 
P 

0 O 
> © 
p M 
P 

nu 

© a 

rH 0 

o 

>> u 

o 0) 

o § 
o o 

-5t *H 


HD 

0) . 

n 

o MO 

^ "ri 

0 Xl 


0 


O 

P 


0 'O 

s a 

o a 

n x? 
o o 

p 

o x 

nj P 

0 

0 X> 

P 
Cm 


5h 
0 
ro 
O fl 
P 0 
n3 
P 
O 
u o 
0 

dS 


& 


MO 

fl 

•rl 

*4 

P 

<M 

4-1 

o 

p 

o 


0 

*-» 

0 

p< 

o 

0 

u 

o 

Cm 

0 

X> 

0 • 

mox: 

o o 

p p 

o * 
> 0 



© g ro 0 
xl 8 P xx 

P JLi 0 P 



0 

0 

i 5 

§ 43 
rH P 
O 0 o 
-•04* 
4h I .H 
o rH n 

0 *3 *“? 

X P,X 
d 

0 >> m 

P X <D 
P« 

Q 'O 

| 0 Q 


•H *rl ^ 
£ 0 
4» 0 P« 
P 

jg ■o •* 
P © n 
• p 0 

H 0 X> 
p 

o p 0 
ia o a 
eh 0 O 

»0 0 
0 0 
P * Xl 

MOX* ^ 

•rl »H p 
0 P -H 

5 " a 

»o 

p g 0 
© 3 x 

© p 

x> p . 

Xl 4 h 
0 M0 O 
0 P . 


I* 

•rl 

0 


Jd 

Eh 


0 U 

” <u 

B& 


■9 

S 

»o 

-M 

0 

a 

o 

o 

a ^5 
0 0 

5 C 


• o 

0 O 

° t! 

•H P 
p 0 
0 P 


*7* S 0 


f 

2 if 03 ^ 

rL 0 »H AS P 

0 Jd • O 0 

Xl 0 Xl P P 

O p P M 

P Xl 0 

•H Eh «h B 
£ O P o 

0 m 0 a 

• M0 *4 M P P 

•o *4 a © © o £ 

0 O P ^.0 0 Cm O 0 

0 p a 0 a 

P« O 0 4 * 0 0 M 0 

0 i~» p, rH 'O P P 

I O o P 0 • P P 
•P 0 >0 00*00 

MO n o 0 P 

Xl O O ^ ^ O ’H £ 
O 
P« 


0 

0 


xi >> 

5 a 

xT-rH MO MO 
MO -H fl 
•H 0 X4 o • 
XI 


a 

0 

0 

0 

0 

u 



p 


0 

0 

P P 

2 * 03 

0 

P 

• 

0 

p p 
0 0 

Xl 

0 

u 'a 

o< ^r 
0 j . 

0 

p 

0 

0 P 


p 

P 

P 

P 

P« P 

0 

<m C 0 

0 

• 

P 


0 0 

XI 

0 

p 0 

0 

O 

xs 

•rl "P 

p 

0 P 

2 3 

0 

Sh 

0 

0 


Xl XI 

p 0 

Xl 

•tH 

p 

0 P 

0 

P O 

0 

O 

O 

p 

Xl P 

0 

^ u 

0 0 

P 


p 

0 

a < 

P xi 


MO 
<P P 
X> O P 
0 *4 

H OhH 
P O <M 

2 S 
03 

03 . . ® 

P >> r 
rH P M 

P O 
o • Cm 
>> . 

0 P >> 
X! 


ri »0 


0 


0 >>-- 

r*^ P 4) £*> ^ 

MO U * 0^3 ® 
OOO0 


.. *a o+* .. 

p 0 p _ p 

p p x: 0 

4h 0 0 o 0 

u 0 p 
0 no 


•a 

Eh 


Pi P 

O l> 


0 


0 


03 

0 jg 0 
xl xi ro 
p P 3 

OQ0 


HD 0 

0 (d 
P , 

0 >> 
^ © 
0 P 


P 

a 


0 

© 

© 

x> 

«o 

0 

0 

o 


0 0 

p 

p p 
rH O 
P 0 

0 

0 P 

g ei 0 
0 u 

HD P 

•3^ 
2 43 
^ a 

MO 

P 0 

P 0 

o^p U * 
0 0 
0 
P 
o 
o 




p . . 

p 0 

a a 


0 

X 

Jp 

o 

0 

XI 
p 


~ Vi J 

a o 

0 o P 

» • w 
0 ^ 

P 0 MO 
JO P P 
rt ,0 P 
0 0 0 
P< X^ M 
OO 0 

V4 

'O p, © 

S -f? 


ft*a rl P 


5 

P 


P P O >> 


tt) >> p rO 

P rH 0 O 

P P XX & 

P P O P ^ 

P P M 

(fl In P P 

0 P 0 P M 

M U p . 

^ 0 0 p X 

O P. h , ^ 

§ g •»» a> 

h I m 5 

P O M +* 

© «H t> _ 

e 


0 0 
o 0 

£ 'g 

P h 

o 0 

0 Xl 
P, 4- 
0 O 

03 *2 
0 © 
0 p 
p o 

9 5 


p| 

HI 


O 


_ UNCLASSIFIED ^ 







Item Mk IV Mk III 


UNCLASSIFIED 



Pt © 

o A3 

Vi P 


o p 
• p o 

,_j rj m 

•P p C 0) H 

P -H © > P 

0**0 Q) Q) -P 
fl'd J 

•h d -p p, 0 


0) 

> 

•H 

P 

O 

CO 

o 

•H 

»a 

a) 

Pi 


a> 

Pi 

GO 

a 

© CO 
O A3 
p p © 
a) © 

A3 CO <D 
^ o J3 
• • *H H 
© P 

bO 0) 

© *rl • 

P Pi P 
rH © *rl 

o *p a 
> o t> 
co i 


0) 


bf P 


CO 

p 

o 

P 

© 

'a 

© 

Pi 


3 


© 

b£ 

© 

P 

H 

> 

P 

P 

© 


© Vi 


V 

V 
P 
© 


> 

O 

A3 

M 

Pi 

© 

P 


© 

»o 

O 

M 

© 

© 

© 


A3 

Ad 




X 

A3 



© 

P 

Ad 

« 

o 

£ 


© 

© 

•rl 

§ 

eu p 



P 4 

Pi 



© 

T* 



© A3 

a 

© 

bO 

B 

rH 


bO 


Pi 

A3 


© 

rH 



no 

O 

P 

03 


© 


> 

© 

V 


© 

© 

o 


M 

N 

•H 

P 

N 

> 

•H 

■— 


•H 

P 

rl 

rl 

•H 

P 

• 

Ad 

rH 

3 


rH 

P 

© 

© 


•rl 


© 

-rl 

fH 

a p 


A3 

© 

© 

A3 

© 

o 

© 

© 

© 

Pi 

o 

© 

P 

p 


A3 

P 

O 

A3 

P 

© 

p 

K 

Eh 

© 

a 

P 

© 

© 

© 

© 


T3 

© © 

rH 03 

-rH bO © 

© p p 

© -rl 

O P «H 

ftr* co 

Vi »h 
P P 

o ^ a 
a © © 

no P 

©go 

•H P P« 


p 

p 

© >> 
© a=> 
© 

p< »o 
p« © 
p 
p © 

2 u 

p © 

p* 

© o 


g 

*8 

Ad 

© 

© 

U 

X* 


03 A3 
© bO 

I 3 

r-l © 

tig 

© 


P« >> • 
© rH © 

bO « > 

^ o 

© O A3 
Pi *h © 
P > 

P © A3 
© Pi O 
S P 4 -P 

© *H 

Pi W £ 
fL» ® © 


© 

P4 

© 

P 

o 

-p 

© 

© 

A3 

P 


© 

fH 

A3 

O 

P 

* 

© 

bO 

P 


bO 

p © 
•H A3 
Pi -P 


Vi rH Vi 


A 3 
8 9 

bfl 03 
P © 
•H 03 

$ 9 

^ O 

bl> 

• 

rH 03 

© P 
P 3 
bO 

*H 03 
© © 
-P 
© Pi 
•H O 
A3 A3 
O © 

3 


Pi P 

<2 9 


© 

13 

© 
Pi 
© 
© 

© P 
A3 © 
P 03 


© 

P 

© 

P« 

o 

A3 

O 

P 

•rl 

£ 

© 

bO 

p 


© 

A3 

-P 


CO 

*> 



-Jj (r- 5 



J?/ 


UNCLAb^ir iji.D 


the arming and firing switches 
its triggering of the gaps pre- 












UNCLASSIFIED 


I 

0 

CD 

P 

CL 


CD 03 
X 


P 0 

as 

g D a 


p 

10 

§ 

<D 

CO 

CO 

o 


m! 


03 

'3 

\0 

& 

X 

| 

o 

X 


n 


a) 
x 

p 

K a 

H *H 
M 

03 
^ CO 
'2 « 

•H 

'5 U 

H co 


U • 

(D O 
S *rf 
b - 
i +* 
x -h 

CO P 
CO rH 
rH <0 
CM ^ 

-p bC 
G 

o x 

> % 
n> P 

p a 

P< 

a? 

o bO 

P 0 
p 
CL rH 

8 > 

^ JS 
0 bO 
X *H 
-P X 


X o 

if cl 
2 ?, 
4- * 

G 0 

a) x 

CO p 
0; 

P bO 
CL G 

•M 
0 p 

bO B 

O T3 
p 

rH 03 

£ § 

m a 

3 ,H 

m 2* 

S *»« 
x 0 


>> 

iH 03 
rH a 
CO 0 
O 
•H 
-»> 

0 w 

9 

to tn 
a 0 


B 

0) 

x 

•p 

o 

u 

0 


X 

O 

P « 
•H 

F- CM 

0 N.-/ 

bP 0 
n 0 


0 
p 

H 
0 
CL 03 
o; 

bO P 
G 0 
•H P 
\> O 


.a 

o 




3 t) 

0 

bO 
3 
•H 
$H 


CL # rl 
O <M 


T3 

0) 

N 

•H 

9 

0 

0 

0 

P 

P« 

03 

G 

0 

no 

0 

#H 

0 

0 

0 


P 


03 

0 

\> 

rH 

I 


3 

a* 

& 

■p 

3 

O 

P 

•H 

o 


>> >>' 


0 
•p 
0 
0 
•H 

O 
p. p. 

&S* 


n 

o> 

•H 

Pi 

0 

P 

-P 

0 

X 


3 

0 0 C M 

X X 

riH 5 

O O *r*i 
O O £ 

cn 

i i 

gg 

O rH 

03 o 3 

£:§ 


>> 

•a 

o 

0 

0 

P 

•H 

cp 

X 

O 

-P 


0 


0 


0 
G 
O 
-P 
CL o 
0 »T3 
bO 

b 0 
X! 
Pi P 
0 

CL Cm 
0 O 

X) <M 

o 3 

W J3 


• 

o3 

0 

■p 


a 

G 

O 


P 

0 

Pi 

X 


P 

G 

0 

P 

*1 

G 

0 

Pi 

0 

0 

0 

•rH 

X 

o 

Pi 

< 


c 

PO 

A 

no 

G 

0 

-=t 

I 

CO 

» 


a 


03 
0 
p 

o 

1 s 

G G 
G O 
0 o 

§i 

O P 


03 

0 

P 

O 

0 

G 

G 

O 

O 

0 

Pi 

0 

0 

O 

Pi 

0 

m 


p# 

0 

p 
O 0 

P *H 
G 03 
O 

*! 

03 *H 

0 X 
P 0 

0 a 

o 

o 0 

rH X! 

P 

0 

0 Cm 
rH O • 
O X 

x p a 

Cm O 

p 0 X 
X 

bO 0 0 
•H 0 X 
0 X P 
o , 

O G ^ 
P «H O 


P 

0 

P 

G 

0 

0 

0 

\A 

Qi 


0 

X 

P 

<M 

O 

G 

O 


>> 


P P P 
o 0 G 
G N 0 

0 G 0 

U 3 Pi 
0 0 CL 
0 

0 0 O 
0 F-i P 

^ P« 

0 03 

O 0 
G P 

05 £ 
0 o< 

X »o o 
5r bO G P 
P 

c X nH 0 

& P «H 
0 rH 
0 © P 
G *H 
0 X C 
o HOP 

0 .H 

CQ X X 


> 


0 

0 

0 

0 

03 

H 

r> 

o 

u 

CL 

a 

0 H 
•»-> p 
0 *H 

>> G 
0 O 

u 

0 *H 
rH O 

Q 

X 0 

^ 7? 

p« 

0 a 

X *rH 

Eh 0 

X 
o bO 
0 G 
P O 

> J3 

O 


0 

O 

•H 

P 

0 

G 

bO • 
0 

a cm 


0) 

X 

0 

p 

0 

0 

X 

o 

M 

p 

0 

•H 

0 

0 

P 

P 

bO 

0 

G 

CL 

•H 

P 
bfl nH 

O 

V 

£ 

03 

a 

>> 

0 

P 

0 

P 

"3 

0 

CL 

o 

O 


G 

O 

•H 

P 

O 

9 

P 

P 

0 

G 

O 

O 

Pi 

1 

u 

Vi 

G 

0 

CL 

O 


rH 

G 

O 

bO 

G 

•H 

G 

•H • 
0 0 
P P 
G G 
O g 
o 0 
0 
• rH 
>> 

£ to 

•rH G 

G *H 
O P 
G 0 
*ri Pi 
O 0 
PL 
0 O 


g* 


0 


0 


P 
G 

0 0 
£> 0 


>> 

rH 

0 

P 

§ 

•rH 

H 

s 

CL 

ft 

0 

0 

X 

iH 

cn 

p 

I 

O 

P 

a) 

•H 


0 

0 

Pi 

• I 


X 

O 

P 

0 

CL 

0 

bO 

i 

a 

& 


G • 

U> 0 

^8 
Pi 0 
0 G 
X O 
P P 
•H 0 
W 03 


03 

0 

P 


0 

0 X 
X P 
P 

Vi Pi 
Vi o *H 
O 0 
G , 
O Vi 
•H O 
P 

0 ^ 
Pi * 


Pi 

O 

•H 

Pi 

0 


0 

Pi 

O 

P ^ 
0 0 
O X 
O 4» 
•H 

0 <M 

0 O 
03 

P 
•O Vl 
- 0 


9 


O) 


G 


p 0 1 

O 


G CL 

•H 

• 

•rH O 

P 

n 


0 

KH 

0 P 

P 

M 

x o 

X 


P Vi 

•rH 

> 


O 0 

•H 


P P 

P 

G 

„ G 

G 

•H 

G 0 

0 


0 0 


03 

CL 0 

0 

0 

O P 

p 

0 

Ph 

0 

G 

0 

0 

0 

P 

0 • 

0 

0 

G 

3 

1 

0 O 
O CL 

O 

P 0 

P 

0 

0 0 

< 

CO 

m * 


0 


0 CM 

G >» 

0 rH 

CL <B 
O -p 
0 

p a 

o B 

P.O 

K P. 
•H CL 
0 0 

X 03 
b0 0 
G P 
O 0 

P rH 


G 

O 

& 

0 

0 

£ 

0 

X 

P 

Cm 

O 

0 

0 

O 

G 


0 

rH 

Vl 


Pi 

I 


0 

0 

3 

o 

U 


0 

X 

O 

P 

•H 

CO 


Pi 

P 

l 

Pi 

0 


X 

o 

p 

s 


U 

4* 

1 

P 


P 

0 

CO 

0 

o 

0 


s in 


CQI 


O 03 


UNCLASSIFIED 


u- 










UNCLASSIFIED 


M 

K& 

Mi 



o 

4-> 

X 

O 0 
0 U) 

0 q 

• 0 

0 P 
0 0 


si 

9 

o 

a 

p 

0 


0 

p 

0 


0 

0 o 

X! P 
P P 0 
0 0 
5 M 


P I O 


0 -p 

0 

0 

P rH 
O X 
ft 0 


0 

'O 

0 

o 


0 


p 


0 

0 

p 


rH 


0 



M 

0 


P 

o 



o si 

ft 


3 

q 


X 

0 

P 



0 ft 

0 

P 

0 

ft 



0 p 

p 

bO 

a 

ft 


a 

£ 

P 



1 


aJ 

^>) 

0 



2 *£ 

b 

c 




0 

0 

E 



P 0 

jo 


n-J 

0 



g 

o 

•H 

p 

0 


CO 

P 



• 9 

P T3 

P 

0 


& 



o 


P 

0) 

rP 


0 

•J 

p 


Tl *13 

0 P 

0 

0 

0 




o .id 

a 

P 

p 

P 

9 

0 

0 

q 


fl> 0 

P P 

t> 

P 

P 

0 



m * 

c 

Pi 

O 


0 



o 


P Vi 

P P 

0 

p 


.P 



? £ 



o 

ft 


<0 

P 

5 


p P 

0 O 

P 

O' 

P 

P 


c 

* 

K 

X 


0 

p 

Vi 

P 

rH 


P P 

P 

P 

P 




0 P 

O 

P 

X 


ft 

p 

o 

rH 


a 1 & 

0 ft 


d 


P 


o 

0 

o 

O 

O 

bO 

(5 

£ 

ft 

r-/ 

r-» 

t 

0 0 

ft 

O 

0 

•» 

0 


Q 

0 P 


X 

« 

P 




ft 

0 

Vi P 


Eh 


0 

P 

o 

P 

P 

0 



P 

P 

P 

x 


r ci 


P P 


0 

P 

ft 

0 


3 >> 

*d 

o 

p 

S 

P 

q 

p 

P 

P 

vD 

1 0 


A* 

O 

0 

p 

0) 

ft c. 

A 

p 

o 

H 

O 

O 

ft 

c 

o 


P 

0 

P 

0 


0 

P 

P rH 

Eh 


p 

3 

1 

1 

£ 

p 

CO 

1 1 

b0 P 

m 


0 

B 

rH 

o 

P (!) 


*n 

p 


rH 

P 



ft 


0 O 

r o 

O 

0 

0) 

ft 


O P 


0) 

o 



ri 

03 

0 

p 

S S 

>' 

p 

P 

P 

XJ 

P 



0 

p 

a 

O 

P 

q 

0 

X 

rH 

K ft 


o 



p 

P 

a 

0 0 

P 

o 

p 

rH 

ft 

ft 

p 

P 

r—1 


-p- 0 

0 

0 

>5 


0 



q 

Q 

hi 

rH 



0 


0 

O rH 

p 

ft 

bO P 

p 


o 


ft 

P 


0 

SI 

0 

p 

n 



0 q 

p 

g 

•H 

g 

O 


H c 

P 

P 

0 



r * 

0 

K 

0 

03 

0 q 

rH 

H 

P 

3 

P 


h *h 

P 

O 

X 

O 

•rH 

P 

0 

0 

X 

o o 

0 o 

rH 

0 

P 

o 

P 

Q 

0 

O 

o 

Eh 

P 

£ 

ft 

ft 

ft 

P 

rH *=-• 

P a 

0 

od 

O 

a 

P 

!h 


o 

p 

01 

0 

p 

o 

0 

§ 

o 

o 

0 

p 

0 

0 

-P 

=P 

f 

a 

ft- 

0 

3 

o 

3 


o 

p 

0 »ci 

X o 

p p 

g s 

IS §- 


o 
o 

>> 

0 0 
rH P 

P P 


P 

ft 

P • 

0 X 
O O 
P 


1 

rH 

■H 0 

2 ° 
ft p 

jj 

x b 

s § 

£ Ha 
03 0 

o x 

g’ 3 

0 t>0 

0 p 

X > 

a a 
0 0 
o P 

0 P 

o) q 

X O 


>> o 

p p 

X 

a "3 
0 0 
0 0 
0 q 
0 

0 

rH P 
0 

0 * 
0 0 
£ 

0 0 
P P 
•H O 
£ 0 

P 0 
P 0 

c H 


0) 

•a 



• 

p 

XI 

o 



P 

o 

p 

p 



o 

p 


p 


XI 

ft 

p 

X! 

p 


o 

0 

o 

SP 

o 

0 


p 

XJ 

0 

s 

p 

p 

o 

H 

> 



p 


0 

X1 
0 

0 

0 

XJ 

p 

p 

ft 

2 

.o 

p 

p 


o 

p 

0 



0 


ft 

P 

p 

fp 

0 

bO 


ft 

o 

0) 

p 

p 

0 


ft 

p 

p 

p • 

0 

P 


g 

£ 

v* ti 

P 

0 

0 

q 


O XI 

P 

P 

p 

Q 

P 

p bO 

* 0 

ft 

0 

a 

P 

p p 

P 


p 


O 

P p 

9 

0 

ft 

p 

a 

o ft 

0 

P 

0 

q 

p 

a _ 


bO 

0 

x> 


C>0 

P 


0 P 


0 

p 

p 

o 

X 


i 

XJ 

ft 


o 

•rH 

K 

0 



0 


p 

p 


P 

P 


ft 

P 

P 


0 

>> 

p 

p 

0 

t 

e 


■3 


P 

0 


'O 

3 

03 

1 

P 

0 

X 

p 

p 


bD 

0 

• 

ft 

X 

P 

• 

0 

O 

P 


0 

0 

P 


0 

p 

0 



0 

p 

P 

P 

O 

0 

o 

P 

P 

p 

0 

0 

TJ 

0 

0 

•H 

P 

0 


0 

p 

0 

P 

q 

P 

> 

P 

0 

X 

0 

q 

0 



p 

P 

P 

o 

P 

o 

bO 

P 

P 

O 

o 1 

a 


0 

0 

0 


ft 

i 

E 

0 

P 

0 



0 

ft 


p 

0 

> 

9 

Si 


p 


K 

•H 

P 

0 

P 

p 

p 

0 

g 

p 

o 

0 

p 

P 

0 

0 

0 

0 


q 

0 

3 

P 

0 

0 

P 

q 

q 

O 


0 

0 

0 


& 

0 

o 

0 

X 

W 

o 

ft 

o 

ft 


ft 

ft 

P 

CM 

0 

D 

a 

0 


0 

0 


0 


CO 


<£ 

a 

o 


p 

o 




UNCLASSIFIED 


Box assembly. Mod 1-8 M-127 flare fuze clocks 

placed in one heated enclosure, k 
clocks per bank, 2 bank3. Mounted in 
. X-Unit assembly. 










(.i)* Battery Box Same as Mk III, but located on rear Mod 0 EM - One heated enclosure for 

plate of cartridge. fuzing equipment with four 30 “ v banks 

of batteries located on C-plate. One 
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(G). DETONATORS 


(!)• Functional Use and Design Requirements 


cfe* 



(b). It is mandatory that the electrical 
connection to the detonator be reliable since 
it can not be thoroughly checked after it is 
made • 


(c) . The manufacturing process must provide 
for a reliable explosives-loading procedure in 
which the omission of explosive components can 

be readily detected by inspection. The importance 
of this requirement is demonstrated by the fact 
that there is evidence of two 1773 test failures 
resulting from the undetected omission of one 
tetryl pellet. 

(d) . Since the installation of the detonator 
may be a field operation, it is desirable that its 
assembly to the sphere and its connection to the 
electrical system be mechanically simple operations* 
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(e). It is important that the detonator 
performance be reliable, even after long-term 
storage. 


(2). Tests, Calculations, and Discussion 


Tests have proved that the 1E20 is functionally satis¬ 
factory and is extremely simple to connect and install. 

Some minor difficulties which were encountered in production 
are being minimized by detail design improvements. When 
the detonators are connected with reasonable care, chances 
of a poor electrical connection are practically eliminated. 

The advantages of the 1E20 over the 1773 are as follows j^O 

(1) . Convenient and safe connection to 
cables leading to increased probability of proper 
functioning in operational use. 

(2) . Convenient connection to bomb, lead¬ 
ing to more rapid and more reliable bomb assembly. 

(3) . Improved booster-to-explosives trans¬ 
mission. 

*■ (4). Simplified explosives train. 

k- 

(5). Increased corrosion protection. 


( 6 ). 
factor of 


Better simultaneity performance by a 

2 . 
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(3 )• Comparison with Mk III Mod 0 FM 



Item 


Mk IV 

(1E20 Detonator) 


Mk III Mod 0* 

(1773 Detonator) 




Convenience 

connection. 

reliability 


of electrical 
(Affects 

in fi'ld). Excellent 


Poor 


-d- 


Convenience of installa¬ 
tion to HE 


Explosive train 


Good 


Fair 


\ UA 





Satisfactory. 
Simplified in 
comparison to Mk 
III. 


Marginal. 

Omission of tetryl 
pellet has caused 
failures. 


Corrosion protection Uses plated brass Uses copper cap 

which is corrosion which corrodes, 
resistant. Uses Aluminum-brass 
no copper cap. joints corrode, 

necessitating re¬ 
jection. 


Quality control of Technique 

manufactured unit. improved. 


,;-Fair 


•aThe Mk III Mod 1 FM uses the 1E20 detonator with the spring- 
loaded attaching ring removed. With this exception, it Is 
the same detonator as that used on the Mk IV FM. 
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(H). HIGH-EXPLOSIVE CHARGE ASSEMBLY 
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SYSTEMS RELIABILITY ANALYSIS 31 
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-~(b). Probability of Premature Operation 


-■ A possibility of premature operation exists from the 
timd~ of bomb assembly until the time of desired detonation* 

Manyl positive precautions are built into the bomb to prevent 
firing up to the time of release. The probability of pre¬ 
mature operation during this period is mathematical ly unpre¬ 
dictable, but with qualified, trained personnel this probability 
should approach zero. __ 

r 
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t== TcK Probability of Malfunction Due to Other Causes 

Atmospheric Conditions. — No mathematical values are 
available for the probability of detrii; jntal effect due to 
icing, but examination of all information that has been 
uncovered indicates the probability of detrimental effect 
is low unless heavy icing conditions are encountered. Ab¬ 
normal and unpredictable winds are frequently encountered 
in cumulus cloud structure. Those conditions could increase 
the bomb dispersion over 1000 feot. Detonation in rain 
clouds can result in appreciable losses of blast efficiency. 
At present it is impossible to reduce any of these conditions 
to exact figures, but indications are that every effort 
should be made to drop atomic bombs under favorable weather 
conditions. 

Shell Bursts. -- Again no specific mathematical data 
can be'"presented~to evaluate the effect of sh'll burst on 
the unit. There are two possible effects on the unit from 
shell burst: (1) actual physical damage to the electrical 
circuits or explosive elements, and (2) the effect on the 
baro system due to either the result of transient pressure 
waves or to leakage through flak holeso The 3/8-inch steel 
case of the bomb offers some protection from low-velocity 
fragments, and the independent dual circuits reduce the 
probability of single fragments knocking out the whole bomb. 
It is considered that transient pressure waves could not 
possibly be of sufficient magnitude or duration to affect 
the baro system. Flak holes in the split band or rear case 
tend to cause late baro operation. 
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(J). NUCLEAR COMPONENTS 


(1). Functional Use and Design Requirements 


The purpose of the nuclear components is to release 
rapidly a large quantity of energy through the fissioning of 
a core of U-235 and/or Pu. The energy is released as a 
result of the rapid rise of the neutron population in a 
highly compressed supercritical system of fissionable material 
snr-rrmnriad bv a neutron reflector or tamoer* 'Since the _ 


energy release w!hich causes the active material and tamper 

to expand and thus become a subcritical system*. 



The basic design which determines the size and arrange- 
ment of the various nuclear components is the product of a 
large number of calculations and experiments which consider, 
among other things, the hydrodynamics of the imploding 
system, the neutron properties of the active material and 
the temper, and the nuclear safety problems associated with 
handling the fissionable material* 

The engineering design must primarily consider (1) main¬ 
tenance of symmetry in the assembled nuclear system with a 
minimum of cavities, protuberances or other perturbationsj 
(2) fabrication problems associated with the rather uncommon 
materials used: and (3) requirements for ease of insertion 
and removal of the nuclear capsule* 
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(III). BOMB ASSEMBLY AND TEST EQUIPMENT 


(A). Functional Use, Design Requirements, 
and Discussion 


The equipment required for handling, assembling, and 
testing the Mk IV Mod 0 FM is divided into Types 1, 1A, 2, 

3, and 4 in such a manner that all necessary bomb operations 
can be efficiently performed. Types 1 and 1A, 2, 3, and 4 
have been given contracting names, ie, "kits,” "lots," 
"groups," and "sets," respectively. 

(1)• Type 1 - Field Equipment - Kits . — Type 1 equip¬ 
ment is divided into kits which contain the tools and equip¬ 
ment required by assembly teams for field assembly and field 
testing of the bomb and minor maintenance of test equipment. 
These kits are the following: 

(a). Cartridge Test Kit - 40A 


t The Cartridge Test Kit contains all test 
equipment, tools and auxiliary equipment 
required for the complete testing of the fuz¬ 
ing and firing components of the bomb. The 
major items in this kit are a Flight Test Box, 
Delta Timer, Peak-Reading Voltmeter, Archie 
Test Panel, Baro Switch Tester, Junction Box 

Circuit Tester, High Potential 
Tester, Unit Tester, Meter Calibrator, and 
Cartridge Dolly, * 
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(b) . Battery Kit - 40C 

The Battery Kit contains sufficient equip¬ 
ment to prepare batteries for nine bombs pe day 
with one spare battery clamp for each bomb or 
for twelve bombs per day without spares. If a 
greater number of batteries is needed, additional 
kits will be required. 

(c) . Field Mechanical Kit - 40F 

This kit contains the necessary equipment to 
enable two assembly operations to be carried oh 
simultaneously. Major items in this kit are a 
Portable Frame Assembly, Wishbone Trailer, Split- 
Band DoJ.ly and Spreader, Vacuum Pump and Lift Cup, 

Sphere Support, Portable Work Table, and Detonator 
Circuit Ohmmeter. 

(d) . Test Equipment Repair Kit - 40Q 

This kit contains tools and equipment 
necessary for field repair and calibration of 
test equipment® 

(e) . Nuclear Kit - 40S 

The Nuclear Kit includes tools and equip¬ 
ment for monitoring the nuclear material and 
for all nuclear work involved in the prepara¬ 
tion for an insertion of the capsule into the 
bomb. 

(2) . Type 1A - Aircraft Test Equipment - Kits. — Type 
1A equipment is that which will be used in the field but will 
be assigned to the flying organizations, either Air Force or 
Navy, for the purpose of testing the strike aircraft. This 
equipment is in Kit 40H, the Plane Test Kit. Kit 40H contains 
one Ilight Test Box and two Flight Circuit Testers, 

(3) . Type 2 - Operational Equipment - Lots. — Type 2 
equipment is divided into lots which contain equipment of a 
special nature required for dispersal, transport, delivery, 
and testing during the delivery of atomic bombs. The lots 
are as follows: 
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(a). Lot 40 I 

The contents of this lot have not yet been 
definitely determined, but it will contain items 
such as a dispersal cradle for supporting the 
bomb prior to loading into the strike aircraft, 
and a Flight Test Eox which is installed in the 
strike aircraft for flight check of the bomb. 


(b). Let 40 T 






ment 


(4) . Ty3Le_5_r B ass Equipm ent - Groups , — Type 3 equip- 

-is divided into groups which contain tools and equipment 

required at bases for major disassembly, long-term surveil¬ 
lance, and major maintenance. Base equipment will not be 
used for field assemblies. The various groups are the follow- 
ln 6j Group K: Canning; Group R: Nuclear; Group U: Instru¬ 
ment Repair; Group V: Electrical; and Group N: Mechanical. 

(5) . ILyge__4 ~ AF S WP Support -• Sets. — Type 4 equip¬ 
ment is divided into sets which contain items of support 
equipment for the military field organization such as 
material for shelter, power, disaster cleanup, and expendable 
stocky It will be the responsibility of the using forces to 
deoermine and procure most of the items in these sets. The 
various sets are the following: Set J: Expendable Stock; 

v .,?? avy T ° o1 ; Set W: Disaster; Set X: Salvage; Set 
Y: Building; and Set Z: Power. 
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(B). Comparison with Mk III Mod 0 Bomb 


The following list shows the comparative number of 
items required for assembly and testing. Owing to changes 
in kit philosophy the number of items may change, but their 
relationship will remain approximately the same. 


Mechanical Handling and 

Assembly Equipment 

Field Mechanical Kit 4OF 
Electrical Test Equipment 

(a) . Cartridge Test Kit 40A 

(b) . Battery Kit 40C 

(c) . Test Equipment Repair 

Kit 40Q, 

Nuclear Test and Assembly 

Equipment 

(a) . Nuclear Field Kit 40S 

(b) . Nuclear Flight Insertion 

Equipment Lot 40T 


Miscellaneous Equipment 

(a) . Expendable Set J 

(b) . Heavy Tool Set L 

(c) . Disaster Set W 

(d) . Salvage Set X 

(e) . Building Set Y 

(f) . Power Set Z 


Mk IV 

Mk III Mod 0 

Total 
It ems 

Special 

Items 

Total 
It ems 

Special 
It ems 

79 

25 

115 

36 

82 

21 

179 

34 

28 

2 

48 

7 

Same 

as Mk III 

Mod 0 


Same 

as Mk III 

Mod 0 



Not yet 4 Not used with 

determined Mk III Mod 0 


Little change from the kits 
already established for the 
Mk III will be required. 


/oS 


UNCLASSIFIED 

















UNCLASSIFIED 



(IV). SUMMARY 


The Mk IV Mod 0 FM is an implosion-type atomic bomb 
based upon the same basic nuclear fission principles as 
the Mk ill FM. It incorporates an improved fuzing and 
firing circuitry over that in the Mk III Mod 0 weapon and 
the same basic circuitry as that in the Mk III Mod 1 
weapon. The bomb is re-engineered to provide for greater 
ruggedness, greater dependability, easier field techniques, 
and better ballistic performance than either of the Mk HI 
versions. 

The ballistic design is the result of over 100 full- 
scale and half-scale drop tests, including 29 drops of the 
final design in addition to wind tunnel and range-fired 
20-mm model tests which showed good correlation to the drop 
?® sts * , Values of Pitch and yaw for B-29 conditions are less 
+ ? £ S rees m axiraum included angle, and dispersions due 

Mk III FM^ itSelf are less than one f °urth of those of the 


AmhiTa 6 ba ? lc , elements of the fuzing system (baro switches, 
J n ? Gx ° clcs ) . have not been changed at this time, but 

out switcL^ he hn^ C i 10n B °?’ f ncludin S the relays and pull¬ 
ine nf n* h been redesi sned and improved. The mount- 

pofsibilitv n? P S neRtS naS \ e f n im P roved to minimize the 
J 7 f daxnage or malfunction. The firing set 

ind ?igieSne S s een Al°r?^L ely f^-engineered for compactness 

in tne 8 fabo5atory A and e these°tests <1 have e ** i haS bee " tSSted 
30 functional drop tests. 


been supplemented by 


th . Tb f-, f v eld assemb ly and electrical checking operations 
that will be required on the bomb have been miniMzel: 
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J 
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> 
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(2). By arranging for access to all electro¬ 
nic equipment by removal of the rear cover plate 
and the electronic cartridge. 

It is estimated that the field check on the ground can 
be accomplished in les3 than two hours provided that the 
detonators have been installed at the rear base and that the 
nuclear insertion is performed during flight. The nuclear 
insertion is estimated to take approximately one half hour. 
The times quoted compare to a time of a,. least eight hours 
to accomplish the same assembly results on the Mk III FM» 

The pressure system used to actuate the baro switches 
utilizes the interior of the unit as a manifold chamber,, 

Air is admitted through desiccators in the front where impact 
pressure in flight overcomes the pressure drop through the 
desiccators and provides an internal pressure approximately 
equal to the external ambient pressure. Study is still under 
way toward making the most effective use of this pressure in 
the over-all baro-switch system, despite its mechanical 
complexities. Icing on the unit during flight has been 
investigated and has resulted in some divided opinion. It 
is believed that the probability of the occurrence of 
detrimental icing is low unless heavy icing conditions are 
encountered. 

The number of openings through the case has been kept 
to a minimum, and gasket seals are provided at all necessary 
points so that the unit is in itself a sealed container. 

Only 58 pieces of special handling and test equipment 
are required for field operations, as compared to the 80 
pieces required for the Mk III Mod 0 bomb, excluding the 
nuclear kits. 


J 

) 


> 


> 
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(V). CONCLUSIONS AND RECOMMENDATIONS 


It is concluded that the Mk IV Mod 0 FM implosion-type 
atomic bomb is an improvement over its predecessors, the Mk 
III Mod 0 FM and the Mk III Mod 1 FM, in the following 
respects: & 


(1) . It requires less time, fewer men, and 
less auxiliary equipment in the field to prepare 
the bomb for delivery# 

(2) . It adapts itself to safer delivery 
tactics inasmuch as (a) the nuclear material 
may be inserted after the strike aircraft is 
airborne, and (b) high voltage is not present 
in the firing circuit until the firing switch 
is actuated (this is also true of the Mk III 
Mod 1 FM). 

(3) . It contains many improved components 
specifically designed or arranged to operate 
and withstand storage under stringent environ¬ 
mental conditions. 

(4) . It has improved ballistic stability 
and accuracy. 


On the basis of these conclusions it is recommended 

(1) . That this weapon be produced and 
stockpiled as a part of the national defense 
program; 

(2) . That it replace the Mk III weapons 
now in stockpile; 
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(3) . That laboratory and field investi¬ 
gations of all components be continued in an 
effort to establish more firmly the.reliability 
and safety factors as well as the limiting en¬ 
vironmental conditions of operability; and 

(4) . That a continued program of component 
development be pursued for the purpose of incor¬ 
porating desirable modifications into stockpile 
weapons in the interest of military effectiveness. 
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(VI). FUTURE PROGRAMS FOR THE UK TV FM 


The report thus far has dealt with the description and 
evaluation of the Mk IV Mod 0 FM weapon as it is going into 
stockpile. Inasmuch as progress in the field of weapon 
design is made a step at a time, it is planned to continue 
a development program on this weapon to incorporate new com¬ 
ponent improvements and features now thought to be desirable. 
These fall into two main groups, each of which may require a 
Mod change of the bomb. 


(A). Lightweight Outer Case 



be possible. This c-hange in~case design will sacrifice all 
protection of the unit from low-velocity fragments, but the 
weight saying will materially reduce te :e-off hazards and 
permit an increase in aircraft range or speed. It will 
probably bring about fairly radical changes in handling 
techniques and equipment. This design program is now under 
way. 
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(B). New Electronic Cartridge 


The second program encompasses the redesign of the 
electronic cartridge to provide a more reliable fazing 
system. Several radar fuze devices and a new baro switch 
are under development at the present time. (It is planned 
to incorporate selected ones of these individual components 
into a new cartridge. ) 

One feature of this new cartridge will be in-flight set¬ 
ting of the fuzing system (specifically, of baro switches and 
radar units). 

New clock timers and new baro switches are being 
developed to replace these present items in the Mk IV Mod 0 
should it be judged economically and tactically desirable 
when the development is complete. Work is in progress to 
develop a lightweight and quickly detachable antenna nose- 
plate and sphere trap door to facilitate in-flight nuclear 
insertion. A new plug-in type of delay line has been 
developed for Archie. This modification will reduce the 
possibility of multiple gating, allow easier range modifi¬ 
cations, and provide a higher maximum r^r.gi setting. It is 
planned to replace the present Archies with the new unit, 
pending laboratory and drop tests. 

Three other programs are being carried forward as 
essential improvements to the Mk IV Mod 0 to be included when 
the need for them is firmly established: 

(1) . Improvements to the present baro system. 

(2) . Improvements of the present split-band 

gasket. 

(3) . Solutions to the problem of the 

sticking of the HE trap-door 
charges. 
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